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IMPORTANT NOTICE 


This manual has been provided for the use of authorized Yamaha Retailers and their service personnel. It has been assumed that basic 
service procedures inherent to the industry, and more specifically Yamaha Products, are already known and understood by the users, 
and have therefore not been restated. 


WARNING : Failure to follow appropriate service and safety procedures when servicing this product may result in personal injury, 
destruction of expensive components and failure of the product to perform as specified. For these reasons, we advise 


all Yamaha product owners that all service required should be performed by an authorized Yamaha Retailer or the ap- 
pointed service representative. 


IMPORTANT : This presentation or sale of this manual to any individual or firm does not constitute authorization certification, rec- 
ognition of any applicable technical capabilities, or establish a principal-agent relationship of any form. 


The data provided is believed to be accurate and applicable to the unit(s) indicated on the cover. The research engineering, and service 
departments of Yamaha are continually striving to improve Yamaha products. Modifications are, therefore, inevitable and changes in 
specification are subject to change without notice or obligation to retrofit. Should any discrepancy appear to exist, please contact the 
distributor's Service Division. 


WARNING : Static discharges can destroy expensive components. Discharge any static electricity your body may have accumulated by 
grounding yourself to the ground bus in the unit (heavy gauge black wires connect to this bus.) 
IMPORTANT : Turn the unit OFF during disassembly and parts replacement. Recheck all work before you apply power to the unit. 


E WARNING 


Components having special characteristics are marked A and must be replaced with parts having specification equal to those 
originally installed. 


AN 印 の 部 品 は 、 安 全 を 維持 する た め に 


要 な 部 品 で す 。 交 換 す る 場合 は 、 安 全 の た め に 必ず 指定 の 部 品 を ご 使用 くだ さい 。 
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Foreword 


This handbook covers the maintenance for the Silent Piano™, SC2/SH2 series 
and TransAcoustic™ Piano TA2 series released in 2018, and mainly focuses on 
information required for maintenance and overview mechanism. 
Below are revised topics from previous ones. 
- New developed sound source circuit board is equipped and implements the best equalized 
sound board characteristic. 
- Reconsideration of User interface realize the easy using of basic functions. 
- Switch Box becomes thin from previous models to be matched with pianos. 
- Equipped Bluetooth function that is collaborated with smart devices.(except for SC2 models) 
- A part of structure of actuator was reconsidered. That decreases the lack sound of 
High section. 
Please refer to the Owner's manual for the information about operation, too. 
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Silent SH2/SC2 Series (UP/GP) 


1. Specifications 


< SC2 Series > 
| C 。 | UeightPimae — | GrandPiano é| 


Control Touch Response Hard, Medium/Hard, Medium, Soft/Medium, Soft, Fixed 


Interface 
D" Damper, Sostenuto (no effect for 
Бишри, Silencing, Sok Silent Piano function), Soft 


Sensor System | Keys Non-contact continuous detection optical sensor 
Damper Pedal Continuous detection sensor 
Soft Pedal On/Off detection sensor 


Mechanism Hammer shank stopper operated | Hammer shank stopper operated 
by silencing pedal by silencing lever 


Action - | Quick Escape mechanism 
Tone Generation | Piano Sound Yamaha CFX, Bésendorfer Imperial 

Binaural Sampling Yes (CFX Grand Voice only) 

Piano Effect VRM Yes 

Key-off Samples 
Smooth Release Yes 

Preset Number of Voices 10 

Reverb 

Brilliance 
Stereophonic 
Optimizer 

Songs (MIDI) Preset Number of Preset 
Songs 
Recording Number of Songs 1 

approx. 500 KB 

Format SMF (Format 0) 

Format Playback WAV (44.1 kHz, 16 bit, stereo) 

Recording WAV (44.1 kHz, 16 bit, stereo) 

Overall Controls | Metronome 


10 Voice Demo Songs, 50 Classics 


Tempo Range 


Tuning 414.8 — 440.0 — 466.8 Hz (approx. 0.2 Hz increments) 
USB audio interface 44.1 kHz, 16 bit, stereo 


Internal Memory approx. 550 KB 
External Drives USB flash drive 
16V 
Stereo mini jack (x2) 
Stereo mini jack 


USB TO DEVICE 

USB TO HOST 
AC Adaptor PA-300C (or an equivalent recommended by Yamaha) 
Power Consumption 11W (When using PA-300C AC adaptor) 
Auto Power Off Yes 

Weight (excluding the weight of the piano body) 4 kg (8 Ib, 13 oz) 


Included Accessories AC adaptor", power сога", headphones, headphone hanger, 
attachment screws for headphone hanger, Owner's Manual 
*May not be included depending on your area. Check with your Yamaha dealer. 


Separately Sold Accessories USB wireless LAN adaptor (UD-WLO!1), 
(May not be available depending on your area.) wireless MIDI adaptor (UD-BTO1) 


The contents of this manual apply to the latest specifications as of the publishing date. To obtain the latest manual, access the 
Yamaha website then download the manual file. Since specifications, equipment or separately sold accessories may not be the same 
in every locale, please check with your Yamaha dealer. 
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« TA2, SH2 Series > 


pt Чим» — | GrandPiano | 
Keyboard Touch Response Hard, Medium/Hard, Medium, Soft/Medium, Soft, Fixed 
Interface 


" p np | к 
| a 


ft 
Non-contact continuous detection optical sensor 


Non-contact 2-point 
optical fiber sensor 


Damper Pedal Continuous detection sensor 
Sostenuto Pedal On/Off detection sensor 
Soft Pedal On/Off detection sensor 


Hammar sank арр арна Hammer shank stopper operated 
Voices Piano Sound 
Binaural Sampling 
Key-off Samples 
Smooth Release 
Polyphony (max.) 
Preset Number of Voices 
Voices for Song 
ypes 


by silencing podal/eiloncing by motor dri 
T 
Brilliance 
Stereophonic Optimizer 


lever 
Songs (MIDI) Number of Preset Songs 20 Voice Demo Songs, 50 Classics 
Number of Songs 10 
Data Capacity approx. 500 KB/Song 
Playback SMF (Format О, Format 1) 
Recording SMF (Format 0) 


Transpose -12-0- +12 
Tuning 414.8 — 440.0 — 466.8 Hz 
(approx. 0.2 Hz increments) 
Bwown им 
Supported profile A2DP 
Compatible codec SBC 
Wireless output Bluetooth class 2 


Hammer Sensors 


Quick Escape mechanism 


Maximum 
communication distance approx. 10 m (33 ft) 
Range of transmit 
frequency 

Maximum RF output 
Power 
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« TA2, SH2 Series » 


Internal Memory approx. 1.3 MB 
External Drives USB flash drive 
DC IN 16 V 
Headphones Stereo mini jack (x2) 


AUX OUT [UL+R] [А] (Standard phone jack) 

USB TO DEVICE 

USB TO HOST 

AC Adaptor PA-300C (or an equivalent recommended by Yamaha) 
Power Consumption 12W (When using PA-300C AC adaptor) 

Auto Power Off 


Weight 
(sakin the weight of the piano body) тее PEDEM нол 


Included Accessories AC adaptor", power сога", headphones, headphone hanger, 
attachment screws for headphone hanger, 
*50 Classical Music Masterpieces" music book, Owner's Manual 
*May not be included depending on your area. Check with your Yamaha dealer. 


Separately Sold Accessories USB wireless LAN adaptor (UD-WLO!1), 
(May not be available depending on your area.) wireless MIDI adaptor (UD-BTO1/MD-BTO1) 


*1 For models equipped with a sostenuto pedal. 


The contents of this manual apply to the latest specifications as of the publishing date. To obtain the latest manual, access the 
Yamaha website then download the manual file. Since specifications, equipment or separately sold accessories may not be 
the same in every locale, please check with your Yamaha dealer. 
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2. Unit Structure and Names 


(Pick up from owner's manual. Refer to the page of owner's manual on this sentences.) 


B Piano 


Upright Piano 


(for models 
equipped with a 
sostenuto pedal) 


Control unit 


[1] DC IN jack 
For connecting the supplied AC adaptor 


[2] Silencing lever 
Activates the Silent Piano" function. 


mPower code 


Upright piano Grand piano 


[DC IN 16V] jack 


inom “2 
uen 


Len] WY 


Hooks are located on the 
bottom of the piano, 


behind the contro! unit. 
AC outlet | 7 
1-4 
Power cord АС 
AC plug 


am 月 
1-1 1-1 
The shape of the plug and outlet differ depending on your locale. 


Hook is located on 
the rear of the piano. 


AC outlet 


AC 


1-4 
Power cord 
plug ) 
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mPedal 


(Pick up from owner's manual. Refer to the page of owner's manual on this sentences.) 


m Pedals 


[1] soft редат 
Reduces the volume and slightly changes the 
timbre of the notes. The notes played before 
this pedal is pressed are not affected. 


[2] Silencing pedal (for models not equipped 
with a sostenuto pedal) 
Activates the Silent Piano™ function by pressing 
and sliding to the left. 


Sostenuto pedal (for models equipped with a 
sostenuto pedal) 

Sustains the notes that are being played at that 
time even after you release the keys. 
Subsequently played notes are not affected. 


mSwitch Box 
« SC2 Series > 


(Pick up from owner's manual. Refer to the page of owner's manual on this sentences.) 


[3] Damper pedal 


Sustains notes even after you release the keys. 
When the Silent Piano” function is enabled and 
a piano Voice is selected, pressing this pedal 
reproduces the complicated interaction of both 
strings and soundboard resonance by the VRM 
technology (page 40), and makes the sound 
more like a real acoustic piano. 

The damper pedal features an expressive half- 
pedal function, and allows you to set the degree 
to which pressing the damper pedal applies the 
half-pedal effect (page39) when using the 
Silent Piano" function. 


(In the owner's manual, "Switch Box" is called "Control unit".) 


[1] IPHONES] jacks (page 15) 
For connecting a pair of headphones (stereo 
mini plug). Up to two headphones can be 
connected. 


[2] USB [TO DEVICE] terminal (page 25) 
For connecting a USB flash drive or a USB 
wireless LAN adaptor. 


[3] [Ó] (Standby/On) switch (page 14) 
For turning the power on or setting to standby. 


[4] [Rec] button (page 22) 
For setting the unit to recording standby status. 
The lamp indicates the recording status. 


[5] [> /WM] (Play/Stop) button (page 23) 
For alternately playing back and stopping the 
preset Songs or your recorded performance. 
The lamp indicates the playback status. 


[6] [Metronome] button (page 19) 
For controlling the metronome. The lamp 
indicates the metronome status. 


[7] [Func.] button (page 33) 
For making settings of various functions. 


These buttons (and switch) are 
pressed upward from the bottom. 


[VOICE/VALUE] control 
Rotating this allows you to select desired Voices 
or adjust the setting values. Pressing this 
control resets the Voice or setting values. 


[9] [VOLUME] control (page 16) 
For adjusting the volume of the entire sound 
output from the [PHONES] jack. 


ПО) [DC IN 16V] jack (page 14) 
(Upright piano) For connecting the power 
cord. This is connected to the DC IN jack on 
the rear of the piano when the instrument is 
shipped. 
(Grand piano) For connecting the supplied AC 
adaptor. 


[11] [SENSOR] jack 
(For qualified Yamaha personnel only.) This 
connects to the sensor. The plug is already 
connected when the instrument is shipped. 


[I2] [AUX IN] jack (page 30) 
For connecting an audio device such as а 
portable music player by using an audio cable 
with stereo mini plugs. 


[13] USB [TO HOST] terminal (page 31) 
For connecting to à computer or a smart 
device. 


-8- 
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< TA2, SH2 Series > 
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(Pick up from owner's manual. Refer to the page of owner's manual on this sentences.) 


(In the owner's manual, "Switch Box" is called "Control unit".) 


Front panel 
+ (only for grand pianos) 9 s: F 
TO CWCE ] VOKE» cox Бы Others | - 
| 66 & [етЕ ЕТЕ]шн[ о = 
A PHONES В US8・ で ・ VOWCE/VALUE VOLUME. 
で > で ーー SSS SSSI < テー に 
сс d | 
[4] [5] 6 7 [8 (only for grand pianos) 
— OOOO Shee 
These buttons (and switch) are 
pressed upward from the bottom. 
ino xnv =t 1SOH OL 
[x FI] ASL NI 2а (HOSN3S) (Или М XnV <> asn 
| 
== E 
12 14 15] ne 7 
1 | [PHONES] jacks « SONG mode 
For connecting a pair of headphones with For recording your performance or playing 
stereo mini plug (page 16). Up to two back preset Songs, recorded Songs, etc. 
headphones can be connected. (page 20). 
2| USB [TO DEVICE] terminal * UTILITY mode 
For connecting a USB flash drive or an optional For setting various convenient functions, such 
USB wireless LAN adaptor (page 45). as the metronome (page 30). 
3| [Aco.] lamp (only for grand pianos) [е] Button 1, [7] Button 2, [8] Button 3 
When the lamp is lit, the sound is produced by Depending on the selected mode, different 
using the acoustic piano mechanics (page 17). functions are assigned and can be controlled by 
— i h button. 
4] [©] (Standby/On) switch POSTS T 
For turning the power on or setting to standby 9| Display 
(page 15). Indicates various setting values, such as Voice 
number, Song number and other parameter 
|5| Mode button values. 


Each time you press this button, the mode 
changes in the following order, and the lamp of 
the selected mode lights up in orange. 
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10 


12 


13 


14 


15 


16 


17 


[VOICE/VALUE] control 

Rotating this allows you to select desired Voices 
or adjust the setting values. Depending on 
particular functions, you may need to press this 
to control the function. 


[VOLUME] control 

For adjusting the volume of the entire sound 
output via the [PHONES] jack; AUX OUT 
jacks or USB [TO HOST] terminal. 

(Only grand pianos) Pressing the control can 
activate or deactivate the Silent Piano" 
function (page 17). 


AUX OUT [R]/[L/L+R] jacks 

For connecting an external audio device and 
output the sound of this unit to the device 
(page 47). 


MIDI [IN]/[OUT] terminals 
For connecting an external MIDI device 
(page 49). 


[DC IN 16V] jack 

(Upright piano) For connecting the power 
cord. This is connected to the DC IN jack on 
the rear of the piano when the instrument is 
shipped. 

(Grand piano) For connecting the supplied AC 
adaptor (page 15). 


[SENSOR] jack/ [MD/AMP] jack 

(For qualified Yamaha personnel only.) These 
connect to the sensor and to the internal unit. 
The plugs are already connected when the 
instrument is shipped. 


[AUX IN] jack 

For connecting an audio device such as a 
portable music player and input the sound to 
this unit (page 48). 


USB [TO HOST] jack 
For connecting to a computer or a smart device 
(page 50). 


mBluetooth(circuit board) location 


| 


Display 


Indicates various values such as Song number 


and Parameter value. 


dü i 


Song number 


This display also indicates various messages 
with the three characters. For details, refer to 
page 54. 


Bluetooth unit is located here. 
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3. Maintenance processes at post delivery and regular tuning visits 


This is an overview of the maintenance processes at post delivery and regular tuning visits. 
See the appropriate page for details on individual processes. 


1. Safety Inspection 


Inspect each part for safety, such as piano installation, cabinet parts fitting, 


bench condition and so on. 


2. Functional Inspection 


Check operations of the piano 


Functional inspection of acoustic piano parts — P.12 
Functional inspection of electrical unit parts  — P.13 


3. Tuning and regulation 


Remove the cabinet and conduct tuning and regulation. 


Cabinet disassembly processes — P.15(UP),P17(GP) 
Removing the hammer sensor unit — P.18 

Pedal adjustment っ P.29 

Adjustment for TA2 series — Р.56-59 


When you visit post delivery and regular tuning, you have to set the pitch 
and the pitch curve only. The another test mode will be required if you need. 


4. Calibration Mode Execution 


Match the acoustic piano condition and the auto play system, and check the operations. 
Calibration Mode 
* Keyboard calibration — Р.31 
* Pedal calibration — Р.36 


5. Operation Check 


Mount the cabinet, then check the piano's operation. 
*Mount the cabinet. = P.15(UP),P17(GP) 
*Functional inspection of acoustic piano parts — P.12 


-Functional inspection of electrical unit parts = P.13 


6. Complete 


= = 
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3-1. Functional Inspections 


Be certain to conduct functional inspections of the acoustic piano parts and electrical unit parts 
when the piano is delivered. 

Also, conducting inspections at the start of work is useful for deciding the subsequent work order. 
Preparing a headphone or earphone is recommended. 


1. Functional inspection of acoustic piano parts 


* Check movement of the keyboard 


Check that the whole keyboard moves smoothly and the keys return to their original 
positions. 


* Sound Check 
Play Key 1 to Key 88 to check that the hammers move, strike the strings, and produce 
sound. 
Check that there is no sound missing, and no double strikes. 


* Sound Stop Check 
Play keys with dampers from Key 1, and check that when the keyboard returns, 
the dampers depress the strings and the sound stops. 

* Timbre Check 
Check that there is no extreme variation of timbre. 


* Noise/Resonance Check 
Check that there is no noise or resonance other than normal operating noise when the 
whole keyboard is played. 


* Pedal Movement Check 


1) Check damper pedal effects 


Check that all dampers are lifted from the strings by depressing the damper (right) pedal 
and that the dampers return by releasing the pedal. 


2) Check soft/shift pedal effects 
In upright pianos, check that the hammer rail moves forward (makes the striking 
distance smaller) by depressing the soft (left) pedal and that the hammer rail returns by 
releasing the pedal. 
In grand pianos, check that there is no play of the shift (left) pedal movement and that 
hammers strike only 2 strings instead of 3 by depressing the pedal fully. 
Also check that the key frame moves smoothly along with the pedal by depressing and 
releasing the pedal slowly. 


3) Check the center pedal effect 
On upright pianos, the center pedal activates the silent function. 
Activate the function by depressing the center pedal and sliding it to the left so that the 
silent pedal sensor is turned ON and the acoustic piano tone is switched to the digital 
piano tone. 
On grand pianos, depress the damper pedal and depress the sostenuto pedal with the 
damper pedal applied. Check that all the dampers remain lifted when the damper pedal 
is released, and check that all the dampers are lowered simultaneously when the 
sostenuto pedal is released. 
Also check that the sostenuto rod wing doesn't touch the tab lips when the pedal is 
depressed. 


- Check the pedal noise 
Check that pedal operations do not make any noise except normal operating noises. 


19: 
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2. Functional inspection of electrical unit parts 
Playback a demo song, and check the operations of various buttons in the switch 
box. 
2-1. Connect the power plug into a household outlet. 
E Upright Piano E Grand Piano 


2-2. Press the power button in the switch box 


2-3. Insert the headphone jack into the HEADPHONE port 
Check that when you insert the headphone jack into the headphone port, the 
shank stopper moves. 


Upright Piano 


<For Sostenuto pedal models> 

Confirm the silent setting of the piano after you pulled the silent lever on high 
side key bed. 

<For Sostenuto pedal is not equipped models> 

Confirm the silent setting of the piano after you press the center pedal and 


slide it to the left. 


<GB1K-SC2> 

Confirm the silent setting of the piano after you pulled the silent lever 

on high side key bed. 

<SH2/TA2 models > 

Confirm the silent setting of the piano after pressed the [VOLUME] knob ([11]). 


Front panel 
п] [2] [3 | (onty tor grand pianos) [9] 10 山 
ーー I 
zzm || = Masi Е чт | 
@@ I | ; EE EE i | 
ee m 2d ー ニ ーー ロー 
[4] [s] [6] [7 [s] босу for grand pianos) 
Bottom panel | | I re 
00000 LOO 
a P S< 
These buflons (and switch) are 
upward from the родот 
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2-4. Play Key 1 to Key 88, and check that the hammers do not strike the strings. 


2-5. Check that the sound can be heard from the headphones. 


2-6. Rotate the switchbox VOLUME knob, and check the volume changed. 


2-7. In TA2, remove the headphone jack from the HEADPHONE port, 
then execute steps 2-5 and 2-6 the same way, 
and check that the electric sound can be heard from the piano. 


2-8. Release the silent function. 


2-9. Press the switchbox power button to turn off. 


—14- 
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3-2. Action Removal Caution 


Be certain to turn off the power to the switchbox before making adjustments 
inside the piano. 

After making adjustments to the piano, be certain to implement each calibrations 
(See below). 


Upright Piano 


1. Cabinet Disassembling Processes 
1) Remove the upper front board. (No upper front lock) 
2) Remove the fall board. 
3) Remove the key stop rail. 
Piano tuning can be done as with a normal piano by the above steps. 
The lower front board can be removed without removing the Switch Box. 
Be careful the cable position on back of Switch Box. 


* Remove the headphone hanger on Switch Box. 
Loosen 2 screws, and slide. 


CO ee | 


„эта 


Неаарһопе һапдег 


* Remove the lower front board after removing 
a lock screw on the lower front board spring. 


Lower front board spring lock screw 
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2. Precautions for the piano regulation processes 
There is a synthetic plastic shutter on the bottom of the keyboard. 
When removing the keyboard, be careful not to damage this shutter. 


The keyboard position is detected by the key sensors. 
Because of this, keyboard adjustment and key stop rail height adjustment have an impact 
on key sensor detection. 
When the following states overlap, they may cause errors during key sensor calibration. 
* As the key balance hole is adjusted too tight, the keyboard stays in a jumped up 
state when the keyboard is driven by auto playing. 
* The gap is too wide between the key stop rail bottom and the keyboard top. 
* When keyboard related adjustment is made (height, depth), each calibration 
is required. 
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* |f you find that it is in silent mode after turning off the power, turn on the power again and 
disable the silent mode. 
mAction removal 
When you remove the action assembly, please confirm the silent setting released. 
And detach the cable of sensor. 


1. Cabinet Disassembly Processes 
1) Open the top board (half open / full open). 
2) Remove the music desk assembly. 
3) Remove the fall board. 
Piano tuning can be done as with a normal piano by the above steps. 
4) Remove the key blocks. 
5) Remove the key slip. 


6) Detach the hook of connector. 


Release the cable binder, and detach the cable 
from hammer rail. 


Disconnect white square connector. 


* Turn the cable to outside, and affix the cable 
with a masking tape. 
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2. Removing the hammer sensor unit (There is no unit for GB1K-SC2) 
1) Detach the connector ( C ) what is connected with piano. 
2) Remove the hammer sensor unit mounting screws (A x 4) on the front side 
of the action bracket. 
3) Remove the mounting screws (B x 4) on the wippen rail side. 
4) Slide the hammer sensor to the front side, and remove it upwards. 


The action assembly can be removed by the above steps. 
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3-3. Regulation Check and Silent Mechanism Adjustment 


Upright Piano 


mAdjusting the hammer shank stopper unit 


The hammer shank stopper unit is set so that the stopper moves 8.0 mm at full stroke. 
Make checks and adjustments with the following process. 


1) Check by turning ON/OFF the silent mode that the shank stopper moves at full stroke. 
(If the shank stopper does not move at all despite the silent operation, check the function 


of the silent pedal sensor.) 
«For Sostenuto pedal models»? 
Confirm the silent setting of the piano after you pulled the silent lever 
on high side key bed. 
«For Sostenuto pedal is not equipped models» 
Confirm the silent setting of the piano after you press the center pedal and 
slide it to the left. 


« SH2,TA2 series > 
ON : 
Bass side High side 


OFF : 
The back side of the stopper rail is in close contact with the cloth on the stop hinge 
lever. 
Bass side High side 


* Refer to "When the movement of the shank stopper is not smooth" described below 
to check and adjust for smooth movement of the shank stopper. 
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« SC2 series» 
ON : 
Bass side Treble side High side 


` 


ー ーーーー =a m 


OFF 時 : 
Bass side Treble side High side 


2) Turn ON the silent mode. 


3) [Standard] 
・Shank stop position is 4.5mm to 7mm at each section 


when silent mechanism is engaged. 


* While silent mechanism is disengaged, hammer shanks 
do not contact the hammer shank stopper when 


depressing keys. / 


[Procedure] 


Adjust turn buckle. 
* Rotate turn buckle counterclockwise to make Shank stop position narrower. 


* Rotate turn buckle clockwise to make Shank stop position wider. 


| 
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* In case the Shank stop position differs between sections, loosen adjustment screws 
and adjust the position of the rails of each section on the shank stopper assembly. 


Adjustment screws 


\ 
кшш 


<SC2 series» 
If a distance between Bass side and High side is wide, 
adjust the length of the cable. 
Ж How to adjust the Stop Distance 
To wide : Extend the cable to rotate the screw. 
To narrow : Shrink the cable to rotate the screw. 
※To adjust the balance the each cables. 
1. Adjust the bass side and high side cable. 


2. Adjust the treble side cable not to early moving compare with the bass 
and high side cables. 


- Not sag the wire when the silent mode. 


10mm 
8mm 
※Need the wrench for adjustment. 
«SC2, SH2, TA2 common? Approx. 
Confirm the center pedal's stroke caused by hard playing. F 
Distance: 


Approx. 8mm - Silent pedal ON and OFF stroke. 
How to adjust : 
Add the slide skin to the part of the bottom sill's step. 
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4) Turn OFF the silent mode. 


« SC2,SH2,TA2 соттоп > 


・ Check that the piano plays sound correctly and the hammer shank and stopper do not 
touch. 


* Because of the relationship between the 8.0 mm stroke of the shank stopper and the 7.0 
mm shank stop distance maximum, if the adjustment and movement is proper, there will 
be no interference with the stopper shank when returned to the normal state. 


« SH2,TA2 series > 
* Confirm the stopper rail's back side touched to the cloth of the guide metal. 
Bass side High side 


<SC2> How to detach the Action assembly ( Attention for the operation cable detachment 
1) There is a need to detach the operation cables from the shank stopper. 


① |Detach the treble side's operation cable from the shank stopper. 


し 


①-1 Insert a Flannel between Whippens and capstan screws 
to make the space of work. 


J- «—— This space makes your work easier 


= = 
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(D-2 Use needle-nose pliers to hold the operation cable, and 


you will detach it easily from the shank stopper. 


If necessary, set silent setting after press the center pedal 


to down the shank stopper. 


< Photo that was detached 
operation cable from the 
ч shank stopper. 


② |Detach the bass side's operation cable from the shank stopper. 


Bass side 


If you down to the 
front by your right 
finger, you can 
detach the 
operation cable 
easily. 


Detach the high side's operation cable from the shank stopper. 


After these process, you can detach the Action from the piano same as acoustic pianos. 


X When you reset the Action, use needle-nose pliers to hold the operation cable, and you will 
be able to attach it easily. 
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Operation of silent function is below. 
<GB1K-SC2> 
To confirm the silent setting of the piano after you pulled the silent lever on high side keybed. 
<SH2/TA2 models > 
To confirm the silent setting of the piano after pressing the [VOLUME] knob ([12]). 


mHammer shank stopper check / adjustment 
[Standard] 
* Adjust and set the hammer shank stopper cushion to contact the hammer shank vertically. 
* While the silent mechanism is disengaged, hammer shanks do not contact the hammer 
shank stopper when depressing keys. (Fig.1) 


Fig.1 


[Procedure] 


Turn the stroke adjustment screws A and B on the treble side of the Keybed (Fig.2A) as 
necessary to adjust the shank stopper angle. 


* Turn nut A so that the hammer shank stopper is 
parallel to the strings when the silent mechanism is inactive. 
"Тит nut В so that the hammer shank stopper is 
vertical to the hammer shank when the silent mechanism is active. 
| 


<GB1K-SC2> Fig.2A 

* Adjust the cable length behind the silent lever (Fig.2B) 

・ If the cable length is not enough to adjust, adjust the stroke adjustment screw in the 
back of the silent lever (Fig.2C). 


Lock nut (Tighten after adjustment) Stroke Adjustment Screw 
10mm 


ニク オー 
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mHammer shank stopping position adjustment 
[Standard] 


Set the hammer shank stopping position to 5mm - 6mm from the strings 
[Procedure] 
Replace Hammer shank stopper cushioning as needed. 


Hammer shank stopping position to 5mm — 6mm from the strings 


Cushioning e Thickness (t) 


Shank stopper cushioning 


40тт___|Т6210110 

Cushion lengths are all 378mm. 35mm [76210100 
Cut as follows: 3.0mm [76210150 | 

Bass:365mm, Middle:375mm, Treble:232mm . ーー 
Smm Ire210160 | 


mRegulating rod check / adjustment 
[Standard] 
* Small jack's projection (а) and Regulating rod (b) contact in the each center position 
when Silent mechanism is engaged.(Fig.3). 
* Small jack’s projection (a) does not contact the Regulating rod when Silent mechanism is 
disengaged. 
[Procedure] 
Adjust Regulating rod drive lever adjustment screw installed in the back of the 
action treble side (Fig.4) 
* To rotate regulating rod more : Adjust screw clockwise 
* To rotate regulating rod less : Adjust screw counterclockwise 


Regulating rod drive lever adjustment screw 


Fig.3 Fig.4 
c5 
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uSilent let-off (Hammer let-off in the Silent mode) 
[Standard] 
Silent let-off escapes at the shank stopping position +1mm to 2mm 


Silent let-off : Shank stopping position +1тт to 2mm 


[Procedure] 


Adjust regulating rod adjustment screw  (Fig.5) 
・ To narrow Silent mode let-off : Rotate screw clockwise 
* To increase Silent mode let-off : Rotate screw counterclockwise 


Regulating rod adjustment screw 


Fig. 5 
[Procedure] 

1) Check / adjustment of normal hammer let-off. 
2) Increase the hammer drop of the key at each end of each 

regulating rod to 8mm - 9mm. This is to confirm jack escapement in Silent mode. 

(If the hammer drop is not widened, jack escapement cannot be seen.) 
3) Confirm Silent mode let-off on samples at both ends of each section. 
4) Rotate the adjustment screw of regulating rod between the repetition levers to adjust. 
5) Return the hammer drop on samples to the original position. 
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3-4. Sensor Unit Adjustment 


Adjustment is reguired when the unit is detached or replaced. 
«Operation for silent function > 
< Upright Piano > 

«For Sostenuto pedal models» 
Confirm the silent setting of the piano after you pulled the silent lever under the high side keybed. 

«For Sostenuto pedal is not equipped models» 
Confirm the silent setting of the piano after you press the center pedal and slide it to the left. 

« GB1K-SC2 > 

Confirm the silent setting of the piano after you pulled the silent lever under the 
high side keybed. 


«SH2/TA2 models» 
Confirm the silent setting of the piano after pressed the [VOLUME] knob ([12]). 


1. Adjusting the key sensor unit 
The key sensor unit is adjusted with the following standards in the factory and normally it is not 


necessary to perform adjustment for service purposes. 
However, it is necessary to adjust to the following standards when the sensor unit is replaced. 


Check Position : 
The gap between the bottom of the keyboard and the top of the key sensor unit 


chassis when the black keys of each section are pressed down to the bottom. 
Standards : Gap a = 3.8 mm - 4.0 mm 


Adjustment method : 
Spring Type :SU7, SE122 and SE132 ( and GP made in Yl and YMMJ) 
Adjust with the front and back adjustment screws (1 each) of the sensor 
unit brackets (4 places). 
* Sensor calibration with "Test Program" is necessary not only when the key sensor 
unit is replaced, but when the height is adjusted or the keyboard is adjusted. 


Key Sensor Adjustment Make it parallel with the keyboard. 


« When the gap between the key sensor and the keyboard is too large > 
— The key shutter cannot intercept light beams. 

« When the gap is too small > 
— The keyboard and the sensor touch when the keyboard is played hard. 
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Upright Piano 
Spring Type : UP except for SU7, SE122 and SE132 
[Procedure] 


KS block binder 


Adjust the number of KS spacers to make a gap of 
appropriate size. When you remove or add a KS 
spacer, removing the Key sensor bracket from the KS 
block is required. 


Adjustment spots : Sensor brackets : 4 
Adjustment hint : 2 each (Fig.10.11) 


* To narrow a gap : Add KS spacer(s) 
* To widen a gap : Remove KS spacer(s) Fig.10 


KS spacer 


ZE83100S Black t-0.5mm 


KS spacer 


KS block Fig.11 


Adjust from the bottom of the keyboard with 2 
adjustment screws to make a gap of appropriate size. 


Adjustment spots : Sensor brackets: 4 
Adjustment screws: 2 each (Fig.12) 


Fig.12 


Adjustment screws 
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mAdjustment of pedal sensor unit 


[Damper pedal detection position adjustment] 
Damper pedal detection position adjustment shall be done with registering Half point position 
in the Damper Pedal Calibration mode. Please refer to the "Pedal Calibration". 


Upright Piano 


[Soft peal sensor detection position adjustment] 
Soft pedal sensor detection position adjustment shall be done with the test mode buzzer 
sounding positions. Please refer to the "Test program". 


[Shift pedal sensor / Sostenuto peal sensor detection position adjustment] 


Shift / Sostenuto pedal sensor detection position adjustment shall be done with the test mode 
buzzer sounding positions. Please refer to the "Pedal Calibration". 
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mHammer sensor unit adjustment 
Adjustment is required when the unit is detached for action regulation. 


[Standard] 
M2 Buzzer sound position is 0.5mm to 2.5mm before shank stopping position. (Fig.5) 


7: Check by the buzzer sound 
Hammer shank stop position + 1.5 mm + 1 mm Adjust to the standard 


[Procedure] 
1) Confirm the silent setting of the piano, and start the "Test Program". 
Please refer to the "Test Program" of contents what is included about "How to start it". 


2) Select "t35" to activate Hammer Sensor Test. 
Please refer to the "Test Program" of contents what is included about each step. 


3) Rotate the adjustment dial to adjust the M2 position. 


osition to 5mm - 6mm from the strings 


Hammer shank sto 


[Adjustment Procedure] 
1) Loosen Long lock screw (A) 
2) Loosen Lock screw (B) 


) 
3) Rotate Hammer sensor height adjuster (C) to adjust the M2 position. 
4) Tighten Lock screw (B) 
5) Tighten Long lock screw (A) 
(A) I ; 
(C) Hammer sensor height adjuster (C) 
Ксан tB) Long lock screw (A) 
(B) 
Lock plate 
u 
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3-5. Keyboard Calibration 


Each Calibration is a program for adjusting the key sensor and the damper pedal sensor to the 
optimum conditions. 


Confirm that the Keyboard adjustment and Pedal adjustment are appropriately done before 
Calibration mode is executed. 


The Calibration can be executed by pushing buttons on a control panel. 
Use headphones with appropriate volume level when you check the buzzer sound. 


Measurement by calibration mode shall be required in the following cases: 
*The piano performance is not good enough in Silent mode. 

*Replacing the key sensor rail, the damper pedal sensor and Switch box. 
"Adjusting the action mechanic or pedals. 


mKey sensor measurement 


For key sensor measurement, there are “All-key measurement" to rewrite the measurement of all of 
the keys, and “1-key measurement" to rewrite only a designated key. 


[Start-up] “SC2 models' operation is the same as SH2 and TA2 models. 
Panel button Press and keep [6] + [7] + [10], and press [4]. 
All-key measurement 


Keyboard Press 5Key(C#) + 9Key(F) + 12Key(G#), and press [4]. 
Press [6] * [8] * [10], and press [4]. 


1-key measurement press and keep 5Key(C#) + 9Key(F) + 12Key(G#) + 
Keyboard 17Key(C#), and press and keep [4]. 


Position of each button on Switch Box. 


Bottom panel 


pressed upward tom fe botom 


[Supplementary explanation] 


Explanation 


| Warming-up the luminosity of key sensor LED to be stabilized after the system is 
Aging switched ON. 


The number assigned to each key corresponding with it's MIDI NOTE number. 
* Keyboard  |Keyboard number indicated on the display is the actual key number + 20. 
Example; "32" on display means 12Key( G£ ) 
"108" on display means 88Key( C ) 


No. 
REST The keyboard is not pressed. 
The keyboard is fully pressed. 
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[Key sensor measurement procedure] 
Before starting-up the measurement mode confirm that all keys are in the rest position. 


All-key measurement mode (| SH2/TA2) 


Buzzer 


ー Start-up Refer to "Start-up" 


Wait for approx. 30 sec to 2 min 

"AGI" is indicated and DP(.) blinks on the display 
while aging. It will proceed to step 2 automatically 
after aging is terminated. 

* Do not touch the keys during aging. If a key is 
moved, turn the power OFF and re-start in the All- 
key measurement mode. 


*For SC2: Please wait a minutes until the sound of 
Next SETP "No.2" will ring from the headphone. 


Confirm all keys are in the rest position. 
Depress the damper pedal or push the [8] button 
once to register the rest value, then proceed to step |2/sec 


Rest value 3. intermittent 


registration 


* If the key is in the wrong position, correct to the [опе 
rest position, turn the power OFF and re-start in the 
All-key measurement mode. 


Lightly press each of the 88 keys one by one to the 

end position. Depress the damper pedal or push 
End value the [8] button once to the register rest value, then 
registration proceed to step 4. 

* Pressing the same key more than once has no 

effect on measurement. 


3/sec 
intermittent 


Depress the damper pedal or push the [8] button 
once to register the rest value, then proceed to step 
5. 
Flash ROM * Pressing the same key more than once has no 
writing effect on measurement. 
* |n case of canceling Flash ROM writing, depress 
the Shift or Soft pedal, or press the [5] button once 
to go back to step 2. 


290 
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"---" is indicated on the display while the Flash ROM |З/ѕес 
is writing. intermittent 
"PAS" indicates when writing is finished. tone 


"nG" and "Keyboard No.*" are indicated on the 
Flash ROM display one after the other if Flash ROM writing has 
writing failed. If failure occurs on more than one key, each |Continuous 


"Keyboard No.*" is indicated in turn on the display. |tone at the 
* If Flash ROM writing fails nothing will have been  |key that 
written. Please turn the power OFF and re-startin |measure- 
the Al-key measurement mode. ment failed 
* "Keyboard No. : Please refer to [Supplementary 

explanation]. 


Turn the power off to terminate the measurement 
Complete — |moge. 


1-key measurement mode 


Buzzer 


ー Start-up Refer to "Start-up" 


Press a key to be measured. 
* "Ky" is indicated on the display while Key 

Key selection to |selection status. 

be measured  |* "1Kn" is indicated on the display in case the initial 
Key sensor measurement after key sensor sheet is 
replaced. 


Check Keyboard No.* of the Key to be measured 
on the display. Depress the damper pedal or push nn 
the [8] button once to determine the key to be 

Key Complete |measured. 

to be measured |* In case of changing the key selection, press 
another measuring key. EH 
* "Keyboard No. : Please refer to [Supplementary 
explanation]. 
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Wait till aging is done. 

"AGI" is indicated and DP(.) blinks on the display 
while aging. It will proceed to step 4 automatically 
after aging is terminated. 

* Do not touch the keys during aging. If a key is 
moved, turn the power OFF and re-start in the 1- 
key measurement mode. 


Confirm the key to be measured is in the rest 

position. 

Depress the damper pedal or push the [8] button 
Rest value once to register the rest value, then proceed to step 
registration 5. 
* If the key is in the wrong rest position, correct to 
the rest position, turn the power OFF and re-start in 
the 1-key measurement mode. 


2/sec 
intermittent 
tone 


Lightly press the key to be measured to the end 

position. Depress the damper pedal or push the [8] 3/sec 
End value button once to register the rest value, then proceed 
registration to step 6. 

* Pressing the same key more than once has no 

effect on measurement. 


intermittent 
tone 


Depress the damper pedal or push the [8] button 
once to register the rest value, then proceed to step 
f 

* Pressing the same key more than once has no 
effect on measurement. 

* In case of canceling Flash ROM writing, depress 
the Shift or Soft pedal, or press the [5] button once 
to go back to step 4. 


Start Flash 


"---" is indicated on the display while the Flash ROM |З/ѕес 
is writing. intermittent 
"PAS" indicates when writing is finished. tone 


Finish Flash — |"nG" ang "Keyboard No.*" are indicated on the 


display one after the other if Flash ROM writing has 

failed. If failure occurs on more than one key, each |Continuous 
"Keyboard No." is indicated in turn on the display. [tone atthe 
* If Flash ROM writing fails nothing will have been  |key that 
written. Please turn the power OFF and re-start in |теаѕиге- 
the 1Key-key measurement mode. ment failed 
* "Keyboard No. : Please refer to [Supplementary 

explanation] (Page 10). 


ш Complete Turn the power off to terminate the measurement mode. 
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3-6. Pedal Calibration 


Set the half point of damper pedal. 


mPedal sensor measurement 


Pedal sensor measurement includes the damper pedal sensor measurement which sets the half 
point position for adjustment. 


[Start-up] *SC2 models' operation is the same as SH2 and TA2 models. 


Panel button press and keep [5] * [7] * [10], and press and keep [4]. 


Position of each button on Switch Box. 


(only for grand pianos) 


rm = 


rr 


These buttons (and switch) are 
pressed upward from the botiom 
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[Damper pedal sensor measurement procedure] 


: Buzzer : 


р u и m 
Half point — 
; p When the damper wood in the middle section sounded 
position | 
| moves 1mm, press the [8] once. which you 
registration ; 
can ignore. 


Confirm Flash 


ROM writing Confirm that "CNP" is indicated on the display. 


point position the half point tone 
position. 


Depress the damper |quick 
pedal all the way to [intermittent 
the end. tone 


Pedal at the end 
position 


Press the [5] (or [7] , [6]) button once to start the 
pedal position detection as described below. 
* Depress the damper pedal to confirm the tone 
changes one after the other according to the 
damper pedal position. 
* If the tones are not sounded as expected, return 
to step 1 to re-register the half point position. 
re No tone 
position depressed. 
З {Confirmation | 
Pedal lost motion ЕСЕ a 
pedal slightly. tone 
Depress the damper 
Pedal beyond the half [pedal a little beyond {Intermittent 


Turn the power off to terminate the measurement 
4 Complete [mode. 
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3-7. Program Update 


Firmware update is available with the programmed USB thumb drive. 
Check the current program version, and download the latest version from the YSISS. 


※Please save the program at root directory in USB. 


[How to update] 
Insert the USB drive which has the latest version to the USB [TO DEVICE] terminal on Switch Box, and 
startup the "Install mode". 


Version data — SILENTSETUP.PRG 


[How to check the current version] 
«SC2 series > 
Upright Piano 


To set the silent, press the center pedal and slide it to the left. 


Put on the headphone, set the silent after pulled a silent lever. 


Press [8] button, and press 15Key(B). 


After start up, the version will be announced automatically by English. 
After confirm the version, please release the silent setting to pull the hand lever. 


Position of each buttons on Switch Box. 


—— 


ШШШ 


| $ x | + 


<TA2, SH2 Series> 


1 Press the Mode button several times Lights up in orange 
until the [UTILITY] lamp lights up 
in orange. 


2 Press Button 3 [Func.] to enter the 
Function Settings. 


З Rotate the [VOICE/VALUE] control 


to select the desired Function | © С) » 813 


number. WEX7MUA тошт 


Press [Func.]([8]) button. 


The firmware version of this unit is shown in the display. n 
Example: version 1.00 Н g LI 


If you press the [8] button again, back to the "Func." number select display (Step.3). 
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[How to startup the install mode] 
п Comhepoweris of. | - — S 
Turn off the power, and insert the USB what was 


2. Set USB memory 
saved a data of revised program to the [TO 
DEVICE] port. 


A PHONES B 


== 


3. By Using Panel Buttons Press & keep [8], and press [4]. 


(If you press the other buttons same time as [8] button, the install mode will be started.) 


Notice 
Do not turn the power off and do not remove the USB flash drive during the installation, 


it may corrupt the data, or cause the Format operation not to be executed properly. 
Make sure to unplug MIDI cable before you startup the Installation mode. 
Do not touch keyboards nor pedals during program installation is being processed. 


Position of each buttons on Switch Box. 


Front panel 
1 2 3 | (only for grand pianos) 9 10 11 
Ат お 


(only for grand pianos) 


4 5| |6| |7 


D 


Bottom panel J Ó C ) OO の | LJ LJ " 


These buttons (and switch) аге 
pressed upward from the bottom. 


ーー 
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[Process] 


Display of Switch Box 


Operation TA2, SH2 
P (7segLED) 


lli Е = 
1 


Display the root directory 
program version. (e.g. 1.00 


Confirm the install data and 


start load. 
TR 4 | Metronome F 


1 Light 
Read the install data in the 
USB drive, and start installer. 


Display the main program 1 Light 
version what will be installed. 


When installation 
confirmation message is 
indicated on the display. 


Press the [8] button once 

again. 

Starting of installation. 
Automatically start to 
overwrite to the memory, 
and display the process 
situation number. 


Completion of installation (96). 
step.) 
1 blinking 


REC Metronome Func. 


Т blinking 


REC ›/п Metronome Func. 


1 blinking 


REC »/ Metronome Func. 


Press & keep [8], shut down. Check the current version. (Refer to the page "3-7. Program 
Update") 


ー 39 一 


Silent SH2/SC2 Series (UP/GP) 


3-8. Test Mode 


Test mode is a program for inspecting the operation of the electric system. 

The test mode is equipped with test items that check the detection position of the key sensor, hammer 
sensor and pedal sensor. 

Please use headphones with an appropriate volume level when you check the buzzer sound. 


Inspection by test mode shall be required in the following case: 
*The piano performance is not good enough in Silent mode . 


[Start-up] *SC2 models' operation is the same as SH2 and TA2 models. (1$Н2/ТА2) 


Panel button — | button Press and keep [5] + [6] + [10], and press [4]. 


Keyboard Press and keep 29Key(C#) + 33Key(F) + 36Key(G#), and 
press [4] 


If you pressed the other button (except for [4] button), the Error character will be displayed. 
Please confirm the position of each buttons, and start it. 


Position of each button on Switch Box. 


1) [2) 3 | tony for grand panos) [9] | [m 


(orwy tor grand panos) 


These bufions (and switch) are 
pressa upward from the bottom 


[Test No.] 


There are 46 tests in this series. The below tests are needed to excute for piano technicians 
when regular tuning and after services. 
Please refer to the Service Manual for other tests, if needed. 


(GP/UP common) 


Test contents 


Display current version 


Shift/Soft pedal sensor test 


Sostenuto pedal sensor test 


Damper pedal sensor test 


Key sensor test 


Key sensor ALL test 


Hammer sensor test (For Grand pianos) 


Piano type setting 


Reset the setting for shipped from factory. 
Data load of PEQ Data Transfer * 


Data save of PEQ Data Transfer * 


Leave test mode 
* See the "PEQ Data Transfer" pages. 
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[Test mode operation procedure] 
1) Start-up the test mode. 
2) Push the [7] or [6] button to select testing item. 
(Other way, Rotate [VOICE/VALUE] knob is the same as [7] and [6].) 
3) Push the [8] button to start-up the selected testing item. 
4) Execute the selected testing item according to the procedure. 
(Example of display : When the test finished successfully.) 


(Example of display : Error) 


If the test mode starts successfully, a DP(.) will be 
indicated on the display. 


(Example of display : Finished the test mode No.2) 
5) If you finished the testing, press the [5] button to cancel the test mode. 


If the "пС" will be displayed after testing, press the [5] button to cancel the test mode. 


6) Turn the power off or select "t45" to terminate the test mode. 


Execute the 


"m selected test 
item 


[6]ог[7] : [elor[7] 


Complete test 
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Test No. Test contents 


101 Display current version 


Detail : Displays the current version. 
Please refer to the contents of "Program Update". 


After selected the test (For SH2 model) 


※ You can change the display of each versions after pressing the [6] or [7] button. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Model name 


Main Program version 


WAVE ROM version 


Keyboard program version 


Func. 


Destination 
(E : Except for japan) 
(J : For Japan) 


HB B BBB 
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After selected the test (For SC2 models) 


1 ※ It is needed for listening the sound when pressed the each keys for SC2's confirming because of none 
equipped 7seg LED. 

4C — 13A Main Program version Integer value 

16C — 25A Main Program version Under decimal point value first 

28C — 37A Main Program version Under decimal point value second 

40C ~ 49А WAVE ROM version Integer value 

52C — 61A WAVE ROM version Under decimal point value first 

64C 一 73A WAVE ROM version Under decimal point value second 


IT 24285 a コ こ に に ご に に に ニー に ロロ に に も トト 


rii 


| 


MT 


Press the each keys, if match the number with current version, OK sound “52C” will ring. 
If not matched, NG sound “28С” will ring. 


I 
A| 


Al || 


Contrast Table of keyboard and current version's figure. 


C |C* D | D#| E F | F# | G | G# 
0 1 2 3 4 5 6 7 8 


Qo» 


(Example : Main program version is 1.01) 
If you press the keys 5C#, 16C or 29C#, the sound of “52C” will ring. 
If you press the key except for 5C#, 16C, 29C#, the sound of “28C” will ring. 


2 |Press IKey to finish the test mode “101”. 


= 43 


Silent SH2/SC2 Series (UP/GP) 


Test No. 


Test contents 


t26 


Shift/Soft pedal sensor test 


Detail : Inspect ON/OFF about shift pedal. 


After you selected the test. 


Display of Switch Box 


Status 


SH2 (7segLED) SC2 


Start-up 


Inspected ON 
(73A sound) 


»/" 


(For UP) 


Confirm that the soft pedal sensor sounding position at the soft pedal 
moves the hammer rail to the strings by 2mm - 3mm. 


* If adjustment is required, set the buzzer to sound with the 
soft pedal sensor adjustment screw. 


(For GP) 

Confirm that the shift pedal sensor sounding position at the shift pedal 

moves the action to the right by 1mm. 

* If adjustment is required, set the buzzer to sound with the 
shift pedal sensor adjustment screw. 


Inspected OFF 
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Upright Piano 


[Soft Pedal sensor adjustment screw] 


Soft Pedal Sensor Adjustment Screw Pedal or Pedal lever 


[Shift Pedal sensor adjustment screw] 


Shift Pedal Sensor Adjustment Screw 
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Test No. 


Test contents 


t27 


Sostenuto pedal sensor test (SC2 models is not equipped) 


Detail : Inspect ON/OFF about Sostenuto pedal. 


After you selected the test. 


Status Operation 


Start up 


PE? ы == 


Inspected ON 


73A sound 
Confirm that the sostenuto pedal sensor sounding position at the soste- 
nuto pedal is depressed half way to the end position. 
* If adjustment is required, set the buzzer to sound with the 
sostenuto pedal sensor adjustment screw. 
Inspected OFF 


EN 


[Sostenuto Pedal sensor adjustment screw] 


Upright Piano Sostenuto Model Sostenuto Pedal Sensor Adjustment Screw 


Grand Piano Sostenuto Pedal Sensor Adjustment Screw 
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Test No. 


Test contents 


t28 


Damper pedal sensor test 


Detail : Inspect ON/OFF about damper pedal. 


After you selected the test. 


Status 


Operation 


Start up 


a) ww 


Inspected ON 


EIS ww 


The sound is changed by pedal depth. 


Pedal depth Sound status 
Pedal at the rest position 


Rest position ~ Half position — Continuous tone (73А) 


Half position — Max Intermittent tone (73A 40ms) 


Intermittent tone (73A 20ms) 
OK(Inspected ON) Sign curve tone (52C) 


(After inspected, the status will be changed OFF from ON.) 


Inspected OFF 


EG — me 


* |f you pressed the pedal, the sound ring onetime only. 
If you need more confirming, please start the test again. 


[Damper Pedal sensor adjustment screw] 


Upright Piano 


Damper pedal sensor adjustment screw 


tir 


Damper pedal sensor adjustment screw 


TN Em m ET, ` "n 
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Test No. 


Test contents 


t33 


Key sensor test 


Detail : Confirm the key depth K1 to K4. 


After you selected the test. 


Status 


Display of Switch Box 


Start up 


Inspected ON 
Press the key slowly to confirm the tone changes one after the other according to 
each key position. 
* |f adjustment is required, please refer to the contents of "Keyboard 

Calibration’: 
* “Keyboard No. : Please refer to [Supplementary explanation]? 


Inspected OFF 


Position of keyboard Sound situation 
Rest No press situation of keyboard | No sound 
K1 Depth of key : 2.7mm Continuous tone (73A) 
(Ex : 2Key) 
K2 Depth of key : 4.5mm Intermittent tone (73A) 
K3 Depth of key : 6.3mm Continuous tone (73A) 
K4 Depth of key : 8.1mm - End Quick intermittent tone 
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Test No. Test contents 
t34 Key sensor ALL test 


Detail : Confirm the end position (K4) of АП white key, and АП black key. 


After you selected the test. 


Status Detail Display of Switch Box 
Check of key sensor 1. Press the all black keyboard. 
If pressed all black keys, the sound of “73А” 
will ring. 


2. Press the all white keyboard. 
If pressed all white keys, the sound of “61А” 
will ring. 


* Please execute the "Black Key's test" 
first. 


End the check of key sensor 
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Test No. Test contents 


t35 Hammer sensor test (For Grand pianos) 


Detail : Confirm the Hammer positions. 


After you selected the test. 


Status 


Display of Switch Box 


Start up 


Inspected ON 


Unit Adjustment" 


Set the silent mode to be Silent mechanism engaged. 


Raise the selected hammer to confirm the tone changes one after the other 
according to the hammer position. 


* Check in order of the rest, M1 and M2, and a shank stop position 
according to the actual hammer motion. 


* |f adjustment is required, please refer to the contentes of "Sensor 


* "Keyboard No. : Please refer to [Supplementary explanation]." 


Position of Hammer 


Sound situation 


Rest — M1 


No sound 


M1 In between Hammer rest 
position to M1 detection 


Continuous tone (73A) 


position. 
(Ex : 2Key) 
M1 ~ M2 No sound 
M2 M2 detection position : Continuous tone (73A) 
Shank stop position +0.5mm 
to 2.5mm 
End Sign curve tone (52C) 


If inspect M2 and it will ring the sound, the test will be judged to be OK. 
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Test No. Test contents 


t41 Piano type setting 


Detail : Set the model type with acoustic piano models. 


After you selected the test. 


(1) How to change the display of each types : [6], [7] button by Switch Box. 


(2) Selected the keyboard action size, press the [11] “VOICE/VALUE" button to save the ROM. 
(3) If fininshed the save to ROM, DP ( . ) is added to the 7seg LED. 


* 


* 


This saved data will not be clear, if the test No.‘t42 (Reset the setting for shipped from factory)" executed. 
In the case of SC2 models, press the [11] button to save the ROM, the display of Switch Box “Func.” mark's 
color will change to the orange. 


Therefore, if “Func.” color is orange, you can recognize the current Piano type setting to confirm the below 


pictures. 


Display of Switch Box 


Keyboard action size 


SH2 (7segLED) 


SC2 


U1, YUS1, B3, Взе, B121, 014, P121GP121HG,| (у 
P124, M5, CONSERVATOIRE, K121Cl 
JU109, B1, K109, JX113T, JX113CP B2, Boe, | M . š 
K113,P116G, M2, M3, CAMBRIDGE, CLASSICT peek Sas 
Boesendorfer UP | BU1 bU i »/" Func. 


(Example : Saved the Keyboard action size "C6") 
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Test No. Test contents 


t42 Reset to the factory settings. 


Detail : Reset to the factory settings. 


After you selected the test. 


Status Display of Switch Box 


Testing 


OK 


NG 


※ Reset will be executed the next reboot timing, If you execute this test. 


Test No. Test contents 
Lod Data load of PEQ Data Transfer 


Detail : Load the PEQ Data from USB memory to the Switch Box. 


* This function is required to transfer the original data to the new sheet, when the DM sheet or Switch Box 
is replaced. 


After you selected the test. 


The detail of this test, please refer to the contents of “4-6. PEQ Data Transfer of Switch Box Replacement" 


Status Display of Switch Box 
Stand by for inserting a USB flash 
ーー ! n5 
Loading 
Ends 


X Refer to the error list about test No. “Ам: 
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Test No. 


Test contents 


SAv 


Data save of PEQ Data Transfer 


Detail : Load the PEQ Data from USB memory to the Switch Box. 
* This function is required to transfer the original data to the new sheet, when the DM sheet or Switch Box 
is replaced. 


After you selected the test. 


The detail of this test, please refer to the contents of “4-6. PEQ Data Transfer of Switch Box Replacement" 


Details 


Display of Switch Box 


Stand by for inserting a USB flash 
memory. 


Loading 


Ends 


※ Refer to the error list about test No. “SAv? 


Error list 


'* No files 


・ Error of writing 


‘+ Error of Reading 


** Protected of USB device 


** Disk is full 


** No format of USB device 


** Data error 


* [Inner error 


・ Other error 
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Test No. Test contents 


t45 Leave test mode 


Detail : Leave test mode and reboot. 
* |f you execute this test, do not shut down the power until the main screen is displayed. 
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3-9. List of Test Program 


The test number is decreased from previous one because of integration of similar tests. 
The Test of "Internal Tone check" is deleted from previous Test Program. 


Please refer to the Service Manual about other tests except for piano tuners. 


Keyboard |o meww O For Piano Tuner's Test at post 
method Test Contents delivery and regular tuning visits. 
Key No. С=З 

с a O 
| es | Di комсоо 
юз | Et | RAMChk1 — | о — — — — ——] 
| to5 | Fi | WaeROMceki — | — | 
| 06 | F2 | WaveRAMcheck1 | | 
| (y | Ai | EfedRAMchek1 ë ë | 人 
| (8 | вт роо 
| (9 | єт | OutputlevelR check O | — — i 
| t10 | G# | OutputLevelLcheck | 
| 1 | G2 | DACMUIEcek — O [  — — — — — — —] 
| u2 | e | EXMUTEcek OO | — — — — — — ——] 
пз | AM | MUTE check O | 9 
| t14 | A2 | SPCTRLchek | | 
| 6 | C2 | Sometingwongispet — — | — — — — — | 
| te | G3 | Headphoneinsertdetach check | 
| uz | к | GMNNchk ү 
| t8 | F#4 | Motrchek — — | OE 
| te | Fæ | AUXNcek — ]| S 
| 20 | G4 | Bluetooth check — — — | — — — — ———— —] 
| 21 | cas | SW&lEDchek — —  — |  — — — — — — -—] 
| 22 | F3 | White colorLEDblinkingcheck | | 
| 23 | Es | ownertEpbinkng _ ү ママ ササ 人 ルト | 
л n'v['H 
| G5 | D | мп 
| 9 | E2 [моо 
| t30 | C42 | USBconnectingcheck | 
| 1 | bp2 | USBStmgechek — — — | ペペ ママ ササ tt ルト 
| 32 | 8 | Keyoadtpecheck T — j] 
| te6 | Cs | ROMcek2 — 1 — —  — — — — —] 
| t37 | ps | RAMcek2 — — O 1]  — — S S — — ——] 
| t88 | Es | момо 
| t9 | Fæ | макам 
| MO | es | EfedRAMchek2 — — — | — — — 1] 
| 41 | B5 | Pianotypeseting —  — | 、 、 、 ※ | 
2 [cas | ReserehesstingorshigpedfomFacon| — — X — — — 
| Lod | A5 | DataloadofPEQ Data Transfer | ж — | 
| SAv | A# | DatasaveofPEQDataTransfer | X | 
| d5 | C7 | tesveestmode O T 、 、 ※ | 
| t46 | | PanelLEDsheetcheck | | 
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4. Adjustment of TA2 series 


With regards to TA2 series, refer to the below contents, and make adjustment if you need. 


* 4-1. Summary of TransAcoustic™ Technology 

* 4-2. Setting the pitch and the pitch curve of the TA2 mode 
* 4-3. TA Mode Tone Control 

* 4-4. TD Assembly Replacement Procedure 

* 4-5. TD Shaft Assembly Replacement Procedure 


* 4-6. PEQ Data Transfer of Switch Box Replacement 
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4-1. Summary of TransAcoustic'" Technology 


llFeature of TransAcoustic'" Technology 


` TransAcoustic™ Technology (developed by YAMAHA) transmits digital sounds directly to the piano 
soundboard and makes the piano sound like a speaker itself. 

* As the sound comes directly from the soundboard, it is not necessary to connect speakers. 

* The soundboard and the device for vibrating the soundboard (TD assembly) are connected by the 
connecting rod called as “ТО shaft assembly". TD assembly vibrates the TD shaft, then this vibration is 
transmitted to the soundboard. 

* Due to environmental change, the soundboard expands and contracts repeatedly. The TD shaft 
assembly can absorb those changes of the soundboard. 


※TD assembly in these photos is the previous shape. 


TD assembly 


TD shaft assembly 


Soundboard 


TD shaft 
assembly 


TD assembly 
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aMamenance of TD assembly 
Perodic maintenance or adjustment is not necessary. 
If replacement of parts are required, such as malfunction of the TD assembly, please execute the work 
in accordance with the "TD assembly replacement procedure". 


* The TransAcoustic™ Piano is set in accordance with the individual differences of the pianos in the 
factory during production. Adjustment is required when a part is replaced. Please refer to "PEQ data 
Transfer of SWBOX replacement" for more information. 


[What is 'PEQ data'] 

PEQ data = TA mode EQ Calibration data 

The function of 'TransAcoustic'" Technology’ is to produce sound by driving the sound board using the 
TD assembly. So each piano has its unique characteristic of frequency. The PEQ data is used to 
adjust the characteristic. 

The data is saved in the SWBOX unit. 

If the PEQ data is lost or other's PEQ data is miss-loaded, there is a possibility that you cannot play 
normally (ex. there is uneven velocity sound between the keys). 


[Location data to be stored] 


Damper pedal half point position Switch box DM Circuit Board 
ey sensor measurement 


Hammer Sensor Circuit Board 
Piano type (Touch curve selection) Switch box DM Circuit Board 
PEQ Data Switch box DM Circuit Board 


*Measurement by calibration mode or data transfer is required when replacing each unit. 
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4-2. Setting the pitch and the pitch curve of the TA2 mode 


1) Setting the pitch curve of the TA mode 


Press the Mode button several times Lights up in orange 
until the [UTILITY] lamp lights up 
in orange. 


Q Press Button 3 [Func.] to enter the 
Function Settings. 


3 Rotate the [VOICE/VALUE] control 
to select the desired Function б О TEF 
number. | уала тшш 


4 Press [Func.]([8]) button. 


Fine tunes the pitch of the entire instrument in 0.2 Hz steps. This lets you accurately match the keyboard pitch 
to that of other instruments or music on a portable music player. 


Setting range | АЗ = 414.8 Hz — 466.8 Hz 


Default setting | A3 - 440.0 Hz 


NOTE 
The hundreds digit is omitted for the value shown in the display (e.g., “40.2” stands for 440.2 Hz). 


If you press the [8] button again, back to the "Func." number select display (Step.3). 


2) Setting the pitch of the TA mode. 


This function was deleted in the TA2 models because of the automatically setting. 
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4-3. TA Mode Tone Control 


This mode can be adjusted the TA mode tone. 
You can adjust the low, middle and high-frequency range of sounds from the soundboard. 


1 Press the Mode button several times Lights up in orange 
until the [UTILITY] lamp lights up 
in orange. 


Q Press Button 3 [Func.] to enter the ————=—=——— 


Function Settings. | Lh » ri 
+ 


3 Rotate the [VOICE/VALUE] control 
to select the desired Function Oo Q » Fi?) F ІЧ F 15) 
number. | — vove i : i 


4 Press [Func.]([8]) button. 


Adjusts the tone of sounds from the soundboard in the low (F1.3), mid (F1.4) or high (F1.5) frequency ranges, 
while playing in the TransAcoustic mode or Layer mode. 


Def sting |7 


* This setting does not revert to its default setting when you turn the unit off. 
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4-4. TD Assembly Replacement Procedure 


Please replace the TD assembly if malfunction occurs. The TD assembly must be fixed in the correct 
position. 

If there was a flaw in the process, there is a possibility that the TA mode will not work correctly, in this 
case please follow the instructions below. 


Notice: 
Turn off the power during the procedure. 
Since the magnetic force of the TD assembly is strong, avoid close contact with your magnetic 
storage devices and mechanical watches. 
Required tools: 
Allen wrench (3mm) 
Phillips screwdriver #2 


Upright Piano 


Structure: ※TD assembly in these photos is the previous shape. 


TD assembly 


Procedures: 
1) Removing the TD assembly 
1-1. Disconnect the white square connector. 


When disconnecting, press the upper side then pull 
apart like the figure below. 
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1-3. Loosen the TD shaft screw (rotate screw counterclockwise) using the Allen wrench. 


*Installation angle of Allen wrench. 
(Hight) (Bass) 


1-4. Remove the six screws using the Philips driver, then remove the TD assembly from 


the Bracket. 


* When you place the TD assembly on the floor, please do not put the bobbin facing down. 
* Since the magnetic force of the TD assembly is strong, be careful when removing the screws 
because they might stick to the side of the TD assembly and removal will be difficult. 


2) Setting the new TD assembly 
2-1. Before fixing the screws, make sure to insert the new TD assembly to the boss of the bracket. 


Fixing 


* [n case the TD shaft does not enter smoothly in the TD assembly 
Re-align in a good position by rotating the screw hole in the figure below. 


Once the center of the screw hole is aligned with the 
center of the bobbin, the shaft will enter smoothly. 
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* |n the bass side, once to push up the TD shaft screw by the Allen wrench, the shaft will enter 
smoothly. 


2-2. Set the new TD assembly and fix the six screws. 
* Due to the strong magnetic force of the TD assembly, please support the screws and the 
driver with your fingers while screwing. 


Release 


Please check the TD assembly for "resistance" by moving the bobbin in a push-pull 
motion. If this occurs, adjust the TD shaft using the Allen wrench. 

Check again by pulling the bobbin gently and then release, tighten the TD shaft using the 
Allen wrench once the bobbin has stopped in its natural position. 


2-4. Tighten the TD shaft screw (rotate screw clockwise) using the Allen wrench 


* Caution when attaching the TD assembly 
Make sure the position of the bobbin doesn't change while fixing the TD shaft. 
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2-5. Re-attach the white square connector. 


2-6. Set a Cable tie to the wire bundle of the TD assembly. 


* Make sure there are no wires interfering to the Frame, the Soundboard, and the Lower front 
board. 


3) TD Assembly Operation Check 
Check the sound on the TA mode when silent mechanism is engaged. 
*When you play the chords and scales in full volume, please make sure to check if noise will appear 


or not. 
If noise will appear, please repeat "Procedures 1" in order to re-install the TD assembly and make 


sure to do it properly. 
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Structure: 


Soundboard 


TD assembly 


Procedures: 
1) Removing the TD assembly 
1-1. Loosen the two screws of the TD cover and detach the TD cover from TD assembly. 


XTD assembly in these photos is the previous shape. 


TD shaft 
assembly 


*|n this picture, the TD cover was detached from TD assembly. 


1-2. Loosen the hook, then remove the wires from the wire holder. 


- 
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1-3. Remove the white square connector. 


When disconnecting, press the upper side then pull 
apart like the figure below. 


1.Remove the top two screws on both sides using a Philips driver. 

2.Loosen the four screws marked by the four circles, but do not remove them at all. 
3. You can then detach the TD assembly when you have loosen the four screws. 
(Not removing all the screws will save you time when setting the TD assembly.) 


* When you place the TD assembly on the floor, do not put the bobbin facing down. 
* Since the magnetic force of the TD assembly is strong, be careful when removing the screws 
because they might stick to the side of the TD assembly and removal will be difficult. 
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2) Setting the new TD assembly 
2-1. Before fixing the screws, make sure to insert the new TD assembly to the bracket. 


* The axis of TD shaft assembly might hit the Bobbin when attaching the TD assembly. 
Therefore It is easier to attach the TD assembly if you first push the part similar to the 
photo. 


* The TD assembly can then be hanged on the TD holder. 


* |n case the TD shaft does not enter smoothly in the TD assembly 
Please re-align in a good position by rotating the screw hole in the figure below. 


Once the center of the screw hole is aligned with the 
center of the bobbin, the shaft will enter smoothly. 


* Since the magnetic force of the TD assembly is strong, be careful when attaching the screws 
because they might stick to the side of the TD assembly and removal will be difficult. 
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2-3. Adjustment position of the Bobbin. 


Release 


Please check the TD assembly for "resistance" by moving the bobbin in a push-pull 
motion. If this occurs, adjust the TD shaft using the Allen wrench. 

Check again by pulling the bobbin gently and then release, tighten the TD shaft using the 
Allen wrench once the bobbin has stopped in its natural position. 


2-4. Tighten the TD shaft screw (rotate screw clockwise) using the Allen wrench 


*Caution when attaching the TD assembly 
Make sure the position of the bobbin doesn't 
change while fixing the TD shaft. 


2-5. Reattach the white square connector. 


2-6. Tighten the hook, hold the wires from the wire holder. 


2-7. Tighten the two screws of the TD cover. 
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3) TD Assembly Operation Check 
Check the sound on the TA mode when silent mechanism is engaged. 
*When you play the chords and scales in full volume, please make sure to check if noise will appear 


or not. 
*If noise will appear, please repeat "Procedures 1" in order to re-install the TD assembly and make 


sure to do it properly. 
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4-5. TD Shaft Assembly Replacement Procedure 


Procedures: 
1) Removing the TD assembly 
Please refer to the "TD assembly Replacement Procedure" 


2) Removing and Setting the TD shaft assembly 


Upright Piano 


2-1. Remove the 3 screws then remove the TD shaft assembly. 


Anchor TD shaft assembly 


*As the anchor is glued to the soundboard, it cannot be replaced. 


2-2. Set the TD shaft assembly and tighten the 3 screws. 
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2-1. Remove the 3 screws then remove the TD shaft assembly. 


※TD shaft assembly in these photos is the previous shape. 


2-2. Set the TD shaft assembly and tighten the 3 screws. 


3) Setting the new TD assembly 
Please refer to the "TD assembly Replacement Procedure " 


4) TD assembly Operation Check 
Check the sound on the TA mode when silent mechanism is engaged. 


* When you play the chords and scales in full volume, please make sure to check 
if noise will appear or not. 


* If noise will appear, please repeat "Procedures 1" in order to re-install the TD assembly and 
make sure to do it properly. 
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4-6. PEQ Data Transfer of Switch Box Replacement 


Before replacing the SWBOX, please transfer the PEQ data to the new SWBOX by saving the PEQ data 
to the USB drive in test mode, then return the PEQ data to the SWBOX after the replacement. 
Please refer to the "Summary of TransAcoustic'" Technology " for PEQ data. 


Saving PEQ data from SWBOX to the Loading PEQ data from the USB 
USB drive 


drive to SWBOX 


Р n 
| OLD SWBOX PEQ data ジン NEW SWBOX 
[Start-up] 
Method 


Panel buttons 


Press and keep [5] * [6] * [10], and press [4]. 


Keyboard Press and keep 29C# + 33F + 36G#, and press [4]. 


※lf you pressed other buttons, the ERROR(ERR) characters will display. 
Check the button position, and execute again. 


Position of each buttons on Switch Box. 


= 


ho [n 
| 
| 


, 


калая ыла +в | 


ーー 


| 
(only for grand pianos) 


| 


rr 


[Testing items] 
In addition to the conventional test mode for PEQ data transfer, two modes are added. 


Testing item 


Saving PEQ data from SWBOX to the USB drive 
Lod 


Loading PEQ data from the USB drive to SWBOX 
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[Saving PEQ data from Switch BOX to the USB drive] 


Start-up Refer to "Start-up" 
(2) |Insertion of the UInsert the USB drive in the USB port. 


Press the [7], [6] button to select "SAv"and push the [8] button to start 
up. 


Saving the PEQ |*"SAv" blinks on display if the PEQ data has not been saved to the 
data USB drive. 


*"InS" is displayed if the USB drive is not inserted into SWBOX, 
therefore please insert the USB drive to the SWBOX. 


Completed 
saving 


Start-up Refer to "Start-up" 


@ [Insertion of the UInsert the USB drive that has the PEQ data in the USB port. 


Press the [7], [6] button to select "Lod"and push the [8] button to start 
up. 


Loading of the |*"Lod" blinks on display if the PEQ data has not been saved to the 
PEQ data SWBOX. 


*"InS" means the USB drive is not inserted into SWBOX, therefore 
please insert the USB drive to the SWBOX. 


Completed 
loading 


*How to check if there is a PEQ data in the switch box 
Execute step 3 of [Loading PEQ data from the USB drive to SWBOX]. 
If the "Lod" blinks on display, the PEQ data has not been saved to the SWBOX. 
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5. Error Code List of AMP Unit's LED 


The LEDs which are installed in the AMP unit indicate the error code when the AMP unit detects an 
error. 


If the LED is "Yellow", it indicates a "WARNING" of overheat or other minor problems of the TD unit. 
If the LED is "Red", it indicates a "FAILURE" of the TD unit or thermistor breakdown. 
If the LEDs indicate an error, refer to the following chart in order to see the meaning of the error code. 


Location of the AMP UNIT's LEDs 
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* NOTE: When the LEDs indicate the 'FAILURE' status, you have to repair the piano. 


el 


After turing ON the power — 
LED(L) |GREEN - | blink " ina ie TTD! 
LED(R) |- GREEN steady tas = The setting TU model jp |] =] | 
No failure and warning 


LED(L) [GREEN -2 blinks А -— 
LED(R) |- GREEN steady flash Nornal : The setting is 'GP' model. | - | | - | 


During activation— 


LED(L) š š 
Шри ы  — 58 | = | | = ранна 


When the AMP unit detects the "WARNING' condition, the system stops the audio output and activates the mute circuit instantly. 


bacon 
YELLOW - 


1 blink |Overheated Rchtransducorbobing = Rch transducor |Overheated Rchtransducorbobing = 


Overheated Lch transducor coil. 


2 blinkslOverheated Rch transducor coil. = em а Rch transducor coil. 


Overheated Lch transducor bobing. 
Over 120С 


тыйыл» | EE3 


КЗ КЗ 


The bobing temperature estimated by 
the system. 

Under 100°C Í h€ coil temperature estimated by the 
system. 


The transducer temperature detected 
by the thermistor. 


The AMP unit temperature detected 
| Under sore | Under sore byt sa therm 


The UP/GP model pin (P1_0) setting 
has problems. 


Mismatch 


` fth 
Rch transducer or thermistor breakdown. Ре 


[Lch transducer or thermistor breakdown. | transducer [Lch transducer or thermistor breakdown. | thermistor breakdown. and the 


estimated 
Rch transducer or thermistor breakdown. temperature. 
| LED(L) | Lch thermistor breakdown. 
RED - 3 blinks = Short mode 
LED(R) Rch thermistor breakdown. 
| LED(L) | Lch thermistor breakdown. 
RED - 4 blinks Open mode 
LED(R) Rch thermistor breakdown. 
LED(L) Oyerheated Lch transducor. 
rp 5 blinks Over 121°C 
| LED(R) | Overheated Rch transducor. 


DE RED- 6 blinks |The thermistor of the AMP unit breakdown (Short Mode) 
d RED-7blinks |The thermistor of the AMP unit breakdown (Open Mode) 
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Degree of the Lch/Rch magnetic fluid 
or thermistor/transducer Ohmic mode 
breakdown 


| - | Detachment of the Lch.Rch thermisto 


and transducer breakdown 


ーー Lch/Rch thermistor short mode 

| — | Disconnected Lch/Rch thermistor or 
[ - [hon mode 

| = | [ [= system cuts off the circuit 


EE Disconnected thermistor or short mode 
ки Thermistor open mode 
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6. Message List of Switch Box 


From owner's manual explanation of TA2, SH2 series 


ТИ un y O 


The instrument is standing by for Bluetooth pairing. While this message is shown, you cannot operate 
b Ё the instrument. 


Displayed while the instrument is initialized. Do not turn the power off while this message is shown. 


Displayed when Musicsoft Downloader is used on the connected computer, or when an app such as 
can Smart Pianist is used on the connected smart device such as an iPhone and iPad. While this message 
is shown, you cannot operate the instrument. 


E g í Displayed when the Character Code setting (page 55) is not appropriate for the file name of the Song 
' which you are selecting. Change the Character Code setting. 


Displayed when the data format is not compatible with this instrument, or the data has some other 
problems. This Song cannot be selected. 


Displayed when no USB flash drive can be found, or a problem has occurred in the USB flash drive. 
Disconnect and connect the device again, then execute the operation. If this message appears 
repeatedly even when there aren't any other likely problems, the USB flash drive may be damaged. 


The Song you have selected cannot be copied or deleted on this instrument. Copy or delete these 
types of Songs on a computer. 


The memory or the number of the files in the copy destination USB flash drive is full. Remove any 
unnecessary files in the USB flash drive. 


E n 2 Indicates that the USB flash drive is protected. 


Displayed when the memory of the USB flash drive becomes full, or the number of files and folders 
E ü 3 exceeds the system limit. 


Displayed when Audio Song playback or recording has failed. If you are using a USB flash drive to 
と ü q which data has already been stored or deleted a number of times, first make sure that the device does 
not contain important data, then format it (page 46) and connect to the instrument again. 


E E ! A malfunction has occurred in the instrument. Contact your nearest Yamaha dealer or authorized 
distributor. 


E E E A malfunction has occurred in the instrument. Contact your nearest Yamaha dealer or authorized 
distributor. 


E d Displayed when the current operation is completed. 
n 


The memory of the instrument or the USB flash drive is running out. We recommend that you remove 
E n P any unnecessary User Songs (page 28) to ensure sufficient memory capacity before start recording. 


"1 The operation could not be completed because the instrument's internal memory or the USB flash 
F drive is nearly full. If this message is shown while recording, your performance data may not be 
correctly saved. 


y Confirms whether each operation is executed or not. 
n 


p Displayed when you try to overwrite or delete a protected Song or read-only file. 
га 


П Displayed when an unformatted USB flash drive is connected. First make sure that the device does not 
U n F contain important data, then format it (page 46). 


П Communication with the USB flash drive has been shut down because of overcurrent to the USB flash 
u oc drive. Disconnect the USB flash drive from the [USB TO DEVICE] terminal, then turn on the power of 
the instrument again. 


Descriptions 


Communication with the USB flash drive has failed. Remove the USB flash drive and make the 
u u i connection again. If the message appears even when the USB flash drive is connected properly, the 
USB flash drive may be damaged. 


This USB flash drive is not supported on this instrument, or too many USB flash drives may have been 
u u e connected. Refer to "Connecting USB devices" (page 45) for information on the USB flash drive 
connection. 


- The instrument is in Access Point mode and standing by for connection to an access point by WPS 
LI P 5 (page 51). While this message is shown, you cannot operate the instrument. 


- A malfunction occurred in the instrument while it was standing by for connection to an access point by 
и. P 5 WPS (page 51). Reconnect the UD-WLO1 (sold separately) to the instrument and try to connect to the 
access point by WPS again. 


* When an operation (such as saving or data transfer) is in progress, the display shows a sequence of flashing dashes. 
* Press any button to exit from these message displays. 


-76- 


Silent SH2/SC2 Series (UP/GP) 


7T. Initialize setting 


This function can be executed by Test mode. This is the owner's manuals' explanation. 


E Initializing the instrument (Clearing the Backup data) 


While holding down the C7 key, turn on the power by pressing the [©] (Standby/On) switch. “CLr” appears on 
the display and the Backup data (with the exception of "Character Code" and “Bluetooth Paring information") 
will be initialized. Note that User Songs and External Songs are not erased. 


C7: Highest key 


NOTICE 
While “CLr” is shown in the display, never turn off the power. Doing so may delete the User Song and External Song 
data, or corrupt the Backup data. 


NOTE 
If this instrument somehow becomes disabled or malfunctions, turn off the power to the instrument, then perform the 
initialization procedure. 


Backup data and initialization 


The following settings, referred to as Backup data, are automatically saved to the internal memory of this unit. 
The Backup data and the User Song and External Song data will be maintained even if the power is turned off. 


人 6 page 36 
< Touch Sensitivity ааа page 36 
< Master Tune ааа page 37 
Е u Wik 7 u U................................, page 38 
* MIDI Song/Keyboard Volume Balance eee page 38 
0 Page 39 
yò E saa... ................................... page 39 
e URI u uU UU... J... L. page 40 
i E Apu u................................................: page 40 
ee Page 42 
e AETE Elan Ein mne eimi nisiut page 43 
+ Audio Loop Back on/off..... i Page 44 
人 5 раре 43 
= Much ndn cA Le eeiam page 44 
+ Bluetooth Pairing information …… Page 44 
enc о ШИШИ раре 55 


Refer to the owner's manual about the each data. 
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8. Q&A 


The Layer Playing Mode is the combination of 
What is the difference between the the Acoustic Piano Sound and the TA Digital 
Manual "Layer Playing Mode" and the "Dual Piano Sound. 
Voice"? The Dual Voice is the combination of the TA 
Digital Piano Sound and the TA Digital Sound. 
What do I do if we can't save the PEQ |Please check the piano model and serial 
data from the broken SWBOX to the number, then contact with YAMAHA service 
USB drive? department. 


Is it possible to boot up the SWBOX 
independently? 


Would it be possible to replace the But, be confirm the spec of SWBOX what is 
О SWBOX of the SH2 series with the equipped Bluetooth or not. 
SWBOX of the TA2 series? And transfer the measurement data to new 
SWBOX (example : PEQ data). 


Impossible. 
Because the TD shaft assembly of the GP TA2 
series is incompatible with the UP TA2 series 


Other 
Other 
ther 


Is it possible to replace the TD shaft 
Fixing and Adjusting assembly (UP TA2 series) with the GP 
TD shaft assembly (GP TA2 series)? 


Is it possible to replace the TD 
Fixing and Adjusting assembly (UP TA2 series) with the TD 
assembly (GP TA2 series)? 


It was not correct connect. 
To be confirm and insert the cable of [SENSOR] 
port on bottom of the Control Unit. 


In silent situation, these pedal function 
are not activate. 
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9. Silent Piano New Line Up 


[ЕБ ЗД ЭНЖЕ) ТШЕН) kis) 
ЕР E n LRP m ike Lee АСР АР AH 
Factory |Up/GP| Model | color| — Dest.:3-Dw((YME) Dest, : 日本 (YMD) Dest. : tk (YCA/YC)  Dest.: 057, MID(YMR,YMGF| Dest.: 4- ス KYMAust) Dest. : BEBI(YMK) Dest. : 中 国 北部 (YMEC) | Dest. : 中 国 南 部 (YMEC) pst. : アジ ア (УММ, YMAsia etc: Dest. : B Dest. : 
Current New Current. New. Current New Current New Current New. Current. New Current New Current New Current New Current New Current New 
silent| TA |Sient| TAz | йел] TA | stent] TA2 | stent| TA | slent| ТА2 |sitent| TA | silent| та> | sitent| TA | sitent| TA2 | sitent| TA | stent| TA2 |sitent| TA | sient silent| TA | Silent Süent| TA |sitent| ra2 |sitent| TA |Sient| та> | sient] ТА Silent | TA2. 
SH | TA | SH2 | TAZ SH | TA | S2 | TA2 | SH SH2 | TAZ | SH SH2 | TA2 | SH SH2 | TAZ SH | TA | SH2 | TA2 | SH | TA TAZ TA TAZ 
SH | TA SH | TA | SH2 | TA2 | SH SH2 TAZ | SH зно [TAZ | SH SH2 [TAZ SH SH2 тах | SH TAZ TAD 
SH | TA SH | TA | sz | TA2 | SH 5н2 | TA | SH SH2 | TA2 | SH SH2 | TA2 SH SH2 | TA2 | SH TA2 Taz 
SH | TA SH | TA | SH | TAZ | SH SH2 | TA | SH SH2 таз | SH SH [TAZ SH SH2 | TA2 | SH ТАЈ TAZ 
SH | TA SH | TA | SH2 | TA2 | SH. SHO | ТА? | SH SH2 таз | SH SH2 | TAZ SH 5н2 [ТАЗ | SH TAZ TAZ 
SH `5н2 | raz | SH 5н2 | TA2 | SH SH2 | TA2 | SH SH2 | TA2 5н `5н2 | ТА? | sh TAZ TA 
SH SH2 | TA2 | SH SH2 | TAZ | SH SH2 таз | SH SH2 [TAZ SH SH2 | TA2 | SH TAZ TAD 
SH SH2 | TA2 | SH 5н2 | TA2 | SH SH2 | TA2 | SH sH2 | TAZ SH S2 | TA2 | SH TA2 TA 
SH 5н2 | TAZ | SH SH2 | TAZ | SH SH2 таз | SH SH2 | TAZ TAZ | SH 5н2_[ TAZ | SH TA TAZ 
SH 5 
SH E 
SH 5 
SH Е; 
562 | та | SH2 | TA2 
562 | TA | SH2 | TAZ 
562 SH2 [TAZ 
562 SH2 | TA2 
SH | TA Taz | SH | TA [SH2 | TAZ] SH | TA | SH2| TA | SH SH2 | TAZ | SH SH2 | TAZ | =н SH2 | TAZ TA2 ТА? | SH SH2 | TAZ | SH ТА? Ta | =н TA 
SH | TA Taz | SH | TA | SH2 | тах | SH | TA | $н2 | TA2 | SH sh2 | TA2 | SH SH2 | TA2 | SH SH2 | TA2 TAZ TA2 | SH SH2 | TA2 | SH TAZ TA2 [SH Taz 
эн | TA SH | TA | sez | TA2 | sh SH2 | TA2 | SH SH2 | TA2 | SH эн2 | TAZ TAZ TA2 | sh SH2 | TA2 | SH TA2 ТА? | sh TA 
SH | TA SH | TA | SH2 | TA2 | SH. SH2 | TAZ | SH SH2 таг SH [TAZ TAZ ТАЗ | 5H 5н2_[ ТА? | SH TAZ Tad | Sr TAZ 
SH | TA | зно | та 
SH | TA | SH2 | ТА? 
SH | TA | SH2 | TAZ 
SH | TA | зно | Ta2 | SH | TA | S2 | TA2 | SH SH2 | TA2 | SH SH2 | TA2 | SH SH2 | TA2 SH SH2 | TA2 | SH TA2 | SH TA2 | SH ТА? 
SH [ TA 5н2 таз | SH | TA | SH2| ТА? | SH SHO | ТА? | SH SH2 [TAD | SH SH2 [TAZ ЕШ 5н2_[ ТА? | sh TA2| sh ТАЗ | SH TAZ 
SH | TA | SH  TA2 | SH SHO | TAD | SH =н | TAD | SH SH [TAZ SH 5н2 [ТАЗ | SH TAZ | SH ТАЗ | SH TAZ 
SH | TA [sez | TA2 | SH 5н2 | TA2 | SH SH2 | a2 | SH SH2 | TA2 SH SH2 | TA2 | SH TA2 | SH TA2 | sh Taz 
SH | TA | SH2 | TAD 
TA | SH2 | TAZ 
SH | TA 
SH | TA 
YUS — PM | SH | TA 
YUS3S — SAW| SH | TA 
YUSSS E 
SH | TA TA | SH2 | TA2 | SH | TA | SH2 | TA2 | SH SH | TAZ SH2 | TA2 | SH SH2 | TAZ TA2 | SH SH2 | TA2 | SH ТА2 таг | sh TA 
SH [ та TA | SH2 | ТА? | SH | TA | SH2 | ТА? | SH SH2 | TA | 5н SH2 тах | SH SH2 [TAZ ТАЗ | SH SH2 | ТА? | SH TAZ TAZ | 5H TAZ 
SH [ TA SH [ TA [ SH | ТА? | SH. SH2 | TAZ | SH SH2 таз | SH SH2 [TAZ TA2 | 5H sH2 [ТАЗ | SH TAZ Ta | 5H TAZ 
TA | SH | TAZ 
TA | SH2 | TAZ 
SH 
5н 
SH 
ҮРС C ЕТА 
YFioiw — w SH2 
YCIEH PE 
сіх РЕ | 5н | TA TA | SH2 SH | TA | S2 | TA2 | SH SH2 | TA2 | SH SH | TA2 | SH SH2 | TA2 TA2 | SH SH2 | TA2 | SH TA2 | sh TA2 | SH TA2 
TA TA | SH2 SH | TA | S2 | TA2 | SH SH2 | TA | SH SH2 | ТА? | SH 5н2 [TAZ SH SH2 [TAZ | SH TAD | SH TAZ | 5H TA 
TÀ TA | SH2 SH | TA | SH2 | TA2 | SH. SHO | ТА? | SH SHO | TAD | SH SH | TAZ ТАЗ [SH 5н2 [ТАЗ | SH TAZ | SH ТАЗ | SH TAZ 
TA TA | SH2 SH | TA sez | TA2 | SH SH2 | TA2 | SH SH2 | TA2 | SH SH2 | ТА? ТА2 | sh Sr2 | raz | sh ТА2 | sh ТА2 | sh TA 
ТА AEA SH | TA | S2 | ТА? | SH SH2 | TAZ | SH SH2 | TA2 | SH SH2 [TAZ ТА? | SH SH2 | TA2 | SH TAZ | SH таг | SH TAZ 
EH 
SH2 SH E SH EA SH EH SH SH2 SH SH2 SH SH SH 
SH SH 
ER SH SH SH EE SH SH SH SH SH SHE эн SH EZ 
SH2 5н SH2 SH 5н2 5н gA 5н SH2 5н SH2 5н 5н 5н 
5Н2 SH SH2 SH E SH En SH SH SH SH2 SH H SH 
SH2 5н SH2 SH EA 5н ER SH SH2 SH SH2 SH SH SH 
SH 
TA SH | ma | sa| TA2 | SH | TA | зно | TAZ | SH SH2 | TA2 | SH SH2 | TA2 | SH SH2 | TAZ TA2 | SH SH2 | TA2 | SH TAZ | SH TAZ | SH TA 
TA SH | TA | sha | ТА? | su | TA | 5н2 | ТА? | SH SH2 | T2 | SH SH2 | az | SH sH2 | TAZ ТА2 | sh 5н2 | raz | SH ТА2 | 5H TA2 | 5H TAZ 
TA SH | TA | SH2 | ТА? | SH | TA | SH2| TA2 | SH SHO | TAZ | SH SH2 [TAZ | SH SH2 [TAZ TAZ | SH SH2 [TAZ | SH TA2| SH TAZ [SH TAZ 
TA SH | TA | sa| TAZ | SH | TA | SZ  TA2 | SH. SH2 TAZ | SH SH2 таз | SH SH | TAZ TAZ | 5H SH2 | ТА? | SH таг | 5H TAZ [SH TAZ 
TA SH | TA | sH2 | a2 | SH | TA | SH2 | TA2 | SH SH2 | таз | SH SH2 | TA2 | SH SH2 | TAZ ТА2 | SH SH2 | TA2 | SH TA2 | SH та | sh TA 
H SH2 
H sH2 SH SH EA SH SH E ЕД EZ 
SH SH2 5н ЕД EA SH SH2 SH2 5н 5н 
SH SH2 SH SH E SH SH2 SH2 SH SH 
SH EE SH SH EA SH SH2 SH2 SH SH 
SH SH2 5н SH EA SH SH2 SH2 SH SH 
SH SHE SH SH E SH SH EH SH SH 
SH ER 5н SH SH2 5н SH2 SH2 5н 5н 
SH SHZ SH SH SHE SH SH2 SH2 SH SH 
SH SHE SH SH SHE SH SHE SHE SH SH 
EJ SH2 SH SH EA SH SH2 SH2 SH SH 
SH SHE SH SH EA SH SHE SHE SH SH 
SH SHE SH Ег SH SHE SHE SH SH 
SH SH2 SH SH2 5н SH2 SH2 SH 5н 
SH SHE SH E SH SH2 SH2 SH ЕШ 
SH Ei SH SHE SH SH SHE SH2 SH SH 
TA TA TA2 | SH SH2 | TA2 | SH TA2 | SH SH2 | TAZ ТА? TA TA | SH2 | тах | SH | TA ТА? ТА Taa | SH | TA TA 
TÀ ТА TAZ | SH SHO | TAD | SH TA2 | 5H SH2 | TAZ TAZ TAD sH2 [ТАЗ | SH TAZ ТАЗ [SH TAZ 
TA TA TA2 | SH 5н2 | TA2 | SH TA2 | sh SH2 | TA2 ТА? su2 | ra2 | sh ТА? ТА2 | SH ТА? 
TA TA TA2 | SH SH2 | TAZ | SH TAZ [SH SH2 [TAZ TAZ TAZ зно | TA2 | SH TAZ TAZ [SH TAZ 
TA TA TAZ | SH SH2[ TAZ | SH ТА? | 5H SH2 | TAZ TAZ TAZ SH2 | TA2 | SH TAZ ТАЗ [SH TAZ 
SH SH EA 5н SH SH2 SH2 SH SH 
SH SH EA 5н SH SH SH2 SH SH 
SH SH SH 5н SH SHE SHE SH SH 
5н SH SH2 5н SH SH2 SH2 5н 5н 
SH SH SHE SH SH SH2 SH2 SH SH 
Ei Ei EA SH SH SH2 
SH2 SH2 SH2 SH2 SH2 
SH2 SH2 EA EA gA SH2 SH2 
EA 5Н2 E SH SH2 SH2 
sez 502 562 sc2 562 502 Es] Ez 562 562 
562 
562 Es 562 Es 562 562 Es] 562 
ES 502 562 sc2 552 562 502 562 
502 562 502 562 562 502 562 
562 Es] 
562 sc2 
562 Es] 
EJ Es 562 502 562 Es] 562 502 2 562 
Es] 562 502 562 Es] 562 502 2 562 
562 
562 
562 
562 
562 
502 
502 
Es] 
Es] 
Ez 
502 
502 
Ez 
562 
EA 
562 
Es] 
502 
562 
562 
562 
562 
562 
562 
Es] 
502 
502 
502 
502 
Es] 
562 sc2 
un 562 562 562 Es] 562 
un 562 562 562 502 562 
un 502 562 562 sc2 562 
UH E 562 562 502 562 
ОР PLIES SH 
uP РЦБС 5н 
UP PLIES SH 
ОР PLIES ЕД 
ОР Pi2iG SH 
UP PIIG SH 
ОР pag SH 
ОР P121G SH 
UP PI2IHG SH 
UP P124 5н 
UP MI 562 
UP MI ЕЯ 502 562 502 562 562 502 562 
UP Мз Es EA 502 562 562 502 562 
ОР MS 502 562 5С2 562 562 502 562 
UP CAMBRIDGE РЕ | SH 
UP — CLASSICT — PE | SH 
UP CONCERTO — PE | SH 
ОР ERVATOIRE PE | SH 
UP kaa PE | SH 
UP kaa РУН SH 
GBIK EA 562 sc2 52 G2 562 sc2 Ez 562 
Bik EA 562 502 502 502 502 562 5С2 502 562 
GBIK 562 A 502 Es 562 502 562 502 CZ 562 
981 552 562 562 502 502 502 sc2 562 502 EA 562 
YAS P 562 EA 502 
VAIT РЕ 562 EA 502 
vuis — PE 502 EA 5С2 
ШЕН РЕ 562 EA 502 
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10. Remarks 


1. Service Parts List 
Please refer to the "Service Manual" about silent parts and electrical parts. 


2. Information : Yamaha free App -"Smart Pianist". (For SH2, TA2) 
There are some functions to adjust the each key's Hertz and sound volume. 
Please refer to the Yamaha HP. 
(In March 20189, It is not be adapted with Android. iOS is adapted.) 


*) YAMAHA 


>” 


<Pitch adjustment for Each Key> 
1. Start up the APP 


(Home screen) 


(Before select) 


o = т 
mcr Wi-Fi 
ЄЗ aat- em « 
mamas шы шш шш шш шш шш 
Q sverocom Í n | 
ap- SH? Scazar +a 


шин e кыш шыш шыш шын шыш шыш шыш 
aterm-64717e-a eed 


ч == 


(After selected, the smart device connected with piano.) 


Pod nor сҥт 
or Wi-Fi 
к, 
© em a «^ 
| — нин = oo ^ - 
г ар-592-8са24! + (D 
イィ ザー かっ + ann | 
Esorcom L ニー ニー ニーー ニ ーー ニーー 
aterm-64717e-a ae 
== 
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4. Open the App, the app will connect to the piano. 
(The screen of connecting) 


5. Tap a right side image "Piano room setting". 


(<Confirm the menu "Tune".) 


| 


7. Select the key no. and up and down the scroll bar of right side. 
(Example : C#3's pitch was increased) 


ШШШ ШШШ 
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(If you want initialize the setting, please tap a "Reset" button. And tap a OK button.) 


(Example : Tapped the Reset button) (Example : Reset status) 


ALU ULL.. 
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«Volume adjustment for Each Key» 
1. ~ 5. as same as above explanation. 


6. Tap a bottom menu "Each key setting", and confirm a menu "Volume". 


: (<Confirm the menu "Volume".) 


LL DAL ILLL L 


7. Select the key no. and up and down the scroll bar of right side. 
(Example : C#3's volume was increased and D3's volume was decreased.) 


CO HEU M 


(If you want initialize the setting, please tap a "Reset" button. And tap a OK button.) 


Attention: 

When you initialized "Volume setting", the 
"Pitch setting” is not initialized. 

If you need both initializing, you have to tap 
the both “Reset” button. 


LL tte 


(Example : Tapped the Reset button) (Example : Reset status) 


1L 
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TransAcoustic 


TA2 シリ ー ズ 


SILENT Piano 


SH2 シリ ー ズ 
SC2 シリ ー ズ 


メン テ ナ ン ス ハン ドブ ッ ク 


アッ プラ イト ピア ノ 
グラ ンド ビ ピアノ 


Mar. 2019 Ver 1.12 


は じ め に 


Silent SH2/SC2 Series (UP/GP) 


この 冊子 は 、2018 年 5 月 発売 の ヤマ ハ サ イ レン トピ アノ SC2, SH2 シ リー ズ 、 及 び ト ラン ス ア コー ステ ィ ッ ク ピ ア ノ 
TA2 シ リー ズ の ピア ノ 技 術 者 向け メン テ ナ ン ス ハン ドブ ッ ク で す 。 
この シリ ー ズ は 、 サ イレ ント ピア ノ SG2、SH シ リー ズ 、 ト ラン ス ア コー ステ ィ ッ ク ピ ア ノ SHTA シ リー ズ の 

後継 機種 と な り 、 以下 の 項目 が 改善 され て いま す 。 
・ 新 開発 し た 音源 チッ プ を 搭載 し 、 最 適 な 響 板 特性 補正 を 実現 


・ ユ ー ザ ー イ ンタ ー フ ェ ー ス を 見 直し 、 基 本 機能 の 使い や すさ を 実現 
・ ス イッ チ ボ ッ クス を 薄く し 、 デ ザイ ン 面 で の ピア ノ と の 一 体感 を 実現 


・Bluetooth を 搭載 し 、 ス マー ト フ ォ ン や タブ レッ ト と 連携 し た 楽し み 方 が 提供 可能 (SC2 除 く ) 
・ ア クチ ュ エ ー タ の 構造 を 見 直し 、 高 音域 の 再生 性 能 を 向上 
取扱 い 、 操 作 方 法 に つき まし て は 、 取扱 説 明 書 も ご 参照 くだ さい 。 
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O со ON の Ol 


HX 


総合 仕様 
ユニ ッ ト レ イア ウト と 名 称 
納入 調整 ・ 定 期 調律 時 の メン テ ナ ン ス 手順 
機能 点検 
ピア ノ 内 部 調整 時 の 注意 事項 
消音 メカ の 点検 ・ 調 整 
セン サー ユニ ッ ト の 調整 
鍵盤 キャ リブ レー ショ ン 
ペダ ルキ ャ リブ レー ショ ン 
プロ グラ ム ア ッ プ デ ー ト 
テス トモ ー ド 
テス ト プ ロ グラ ム 一 覧 
TA2 シ リー ズ の 調整 
TransAcoustic " Technology の 概要 
TA モー ド の ピッ チ 設 定 ・ ピ ビッチ カー ブ 設 定 
TD 出 力 ト ー ン コン トロ ー ル 
TD ASSY の 交換 手順 
TD シ ャ フト ASSY の 交換 手順 
スイ ッ チ ボッ クス 交換 時 の PEQ デ ー タ 移行 
アン プ ユ ニッ ト LED の エラ ー 表 示 
スイ ッ チ ボッ クス の メッ セー ジリ スト 
設定 を 工場 出荷 時 の 状態 に 戻す 
Q&A 
モデ ル 一 覧 


その 他 


Silent SH2/SC2 Series (UP/GP) 


1. 総合 仕様 


ぐ SC2 シリ ー ズ > 


па АИ есь ハー ド 、 ミ ディ アム / ハ ー ド 、 ミ ディ アム 、 
ソフ ト / ミ ディ アム 、 ソ フト 、 BE 
SK. BERT. TI 
セン サー ш | semine mixevo- | 
ヤマ ハ CFX サ ンプ リン グ 、 
ベー ゼン ドル ファ ー イン ペリ アル サン プリ ング 


O (「CFX グ ラン ド 」 音色 の み ) 


プリ リア ンス 


ステ レオ フォ ニッ ク 
オプ ティ マイ ザー 
録音 / 再 生 プリ セッ ト ボイス デモ 10+ クラ シッ ク 曲 50 
„ы = トール トル ュー 
E= wanwa. 
フォー マッ ト |a — _ SME (23 » FO) 


B0 分 / 曲 


(オー ディ オ ソ ング) | フォー マッ ト Таж | WAV (4.1khz、16bit ステ レオ ) | 
ーー | 
—— | メトロノーム ү о a 
チュ ー ニ ング 
外 付け メモ リー USB フラ ッシュ メモ リー 
16V 
ステ レオ ミニ 上 端子 (X ら ) 
ステ レオ ミニ 上 端子 
USB TO DEVICE О 
USB TO HOST O 
AC 100V 50/60 Hz 
電源 アダ プター PA-300C (また は ヤマ 人 推奨 の 同等 品 ) 
消費 電力 11 W (電源 アダ プター PA-300C 使用 時 ) 
オー ト パ ワ ー オ フ O 
4 kg (ピア ノ 本 体質 量 を 除く ) 
電源 アダ プター、 電 源 コ ー ド 、 ヘ ッ ド フォ ン 、 ヘ ッ ド フォ ン 
ハン ガー、 ヘ ッ ド フォ ン ハ ン ガ ー 取 り 付け ネジ 、 取 扱 説明 書 
USB 無線 LAN アダ プター (UD-WLO1), 
ワイ ヤレ ス MIDI ア ダ プ ター (UD-BTO1) 


本 書 は 、 発 行 時 点 で の 最新 仕様 で 説明 し て いま す 。 最 新版 は 、 ヤ マハ ウェ ブサ イト か ら ダ ウン ロー ド で きま す 。 


Silent SH2/SC2 Series (UP/GP) 


<TA2, SH2 シリ ー ズ ッ > 


録音 / 再 生 
(MIDI ソン グ ) 


アッ プラ イト ピア ノ グラ ンド ピア ノ 
ハー ド 、 ミ ディ アム / ハ ー ド 、 ミ ディ アム 、 
ソフ ト / ミ ディ アム 、 ソ フト 、 BE 


ダン バー、 _ ダン バー、 ソ ステ ヌー ト 「「、 
消音 / ソ ステ ヌー ト "!、 ソフ ト 
ソフ ト 


非 接触 連続 検出 光 セ ン サ ー 


нм 非 接触 ら 点 検出 
光ファイバー セン サー 
タン パー ペダル 
37/4788 
47/428 
ハン マー シャ ンク スト ッ パ ー | ハン マー シャ ンク スト ッ パ ー 
方 式 waa te 消音 レ Ax (BH) 
バー) ! 


ニー 


ピア ノ 音 源 ヤマ 人 ハ CFX サン プリ ング 、 
ベー ゼン ドル ファ ー イン ペリ アル サン プリ ング 


バイ ノー ラル O (「CFX グ ラン ド ]」 音色 の み ) 
サン プリ ング 


ピア ノ 音 源 の 


а キー オフ 
サン プリ ング 


スム ー ス リリ ー ス 

プリセット јав 。 | £9 | 

48056 (XG SiR) + 12 キ ッ ト ( ESA /SFX) 

547 [uc | o y 
[mura | o | 
EGET NN RN 
オプ ティ マイ ザー 


プリ セッ ト ボイス デモ 20+ クラ シッ ク 曲 50 


録音 10 
約 500KB/ 曲 


フォ ー マ ッ ト SMF (フォ ー マ ッ ト 0 、 フ ォ ー マ ッ ト 1) 
SMF (フォ ー マ ッ ト 0) 


録音 / 再 生 
(オー ディ オ ソ ング ) 


録音 時 間 (最大 ) 80 分 / 曲 


フォ ー マ ッ ト WAV (44.1kHz、16bit、 ス テレ オ ) 
WAV (44.1kHz、16bit、 ス テレ オ ) 
メト ロ ノ ー ム 
テン ポ 

トラ ンス ポー ズ 
チュ ー ニ シグ 414.8— 440.0 ~ 466.8 Hz ( 約 0.2 Hz 単位 ) 


USB オ ー デ ィ オ イン ター フェ ー ス 44.1 kHz、16 bit、 ス テレ オ 


Silent SH2/SC2 Series (UP/GP) 


«TA2, SH2 シリ ー ズ > 


| アッ プラ イト ピア ノ | グラ ンド ピア ノ | 


— r 

REGEM) БЫШЫШЫ 

амо [о 

= _ | meno | UTERA 
(ピア ノ 本 体質 量 を 除く ) (ピア ノ 本 体質 量 を 除く ) 


ヘッ ド フ ォ ン ハン ガー、 ヘ ッ ド フォ ン ハ ン ガ ー 取 り 付け ネジ 、 
жи [Г 「 ク ラシック 名 曲 50 選 ]、 取 扱 説明 書 


USB 無 線 LAN アダ プター (UD-WLO1)、 
ワイ ヤレ ス MIDI ア ダブ ター (UD-BTO1/MD-BTO1) 
* 1 ソス テ ヌ ー ト ペダ ル 搭 載 モ デル の み 


本 書 は 、 発 行 時 点 で の 最新 仕様 で 説明 し て いま す 。 最 新版 は 、 ヤ マハ ウェ ブサ イト か ら ダ ウン ロー ド で きま す 。 


Silent SH2/SC2 Series (UP/GP) 


2. ユニ ッ ト レ イア ウト と 名 称 


アッ プラ イト ピア ノ 


消音 レバ ー 
(ソス テ ヌ ー ト ペダル 
搭載 モデ ル ) 

DC IN ジャ ッ ク 

(ピア ノ 背 面 ) 

コン トロ ー ル ユニ ッ ト コン トロ ー ル ユニ ッ ト 
画 電 源 コ ー ド 
アッ プラ イト ピア ノ グラ ンド ピア ノ 


ミン 
CN Tm 


フッ ク は ビア ノ 底 面 の 
コン トロ ー ル ユニ ッ ト の 後方 に 
あり ます 。 


フッ ク は ビア ノ 背 面 に め り ます 。 


電源 コン セン ト 
(AC100V) 


電源 コン セン ト 
(AC100V) 


Silent SH2/SC2 Series (UP/GP) 


画 ペ ダル 


アッ プラ イト ピア ノ 


Pil 


ソフ ト ベ ダル 

ベ ペダル を 踏む と 、 ベ ダ ル を 踏ん だ あと に 弾 
いた 鍵盤 の 音量 を わずか に 下げ 、 SORE 
を 柔らか くす る こと が で きま す 。 
消音 べ ダ ル 

(ソス テ ヌ ー ト ベ ペダル が 装備 され て いな い 
モデ ル の 場合 ) 

ベ ダ ル を 踏ん で 左側 に スラ イド させ て 、 
ピア ノ を 消音 状態 に し ます (16 ペー ジ )。 


ソス テ ヌ ー ト ベ ダ ル 

(ソス テ ヌ ー ト ベ ペダル 搭載 モデ ル の 場合 ) 
ベ ダ ル を 踏む と 、 その と き 押 し て いた 鍵盤 
の 音 の み が 長 く 履 きま す 。 


画 ス イッ チ ポ ボッ クス 
«SC2 シリ ー ズ > 


5j 


w 


[> 


a 


le 


ч 


[3] 


(取扱 説明 書 よ り 以 下 抜粋 。 下 図 の ペー ジ 数 は 取扱 説明 書 を ご 参照 くだ さい 。 ) 


グラ ンド ピア ノ 


[3] 


1 2 


ダン バー ベ ダ ル 

ベ ダ ル を 踏む と 、 鍵盤 か ら 指 を 離し た あと 
b. EDR ETAT. 消音 機能 を 使っ て 
ビア ノ 音 色 で 演奏 し て いる と き に 、 TON 
ダル を 踏む と 、VRM (88 ペー ジ ) に より 
アコ ー ス ティ ッ ク ピ アノ で 得 ら れる 姓 板 
や 弦 の 共 喝 効果 が 加わ り ま す 。 共鳴 効果 の 
か か り 具 合 は 、 フ ァ ン クシ ョ ン 設 定 (32 
ペー ジ ) で 調節 で きま す 。 

本 機 は ハー フ ベ ダル に 対応 し て お り 、 消 音 
時 どの 程度 踏み 込ん だ ら ハ ー フ ベ ダ ル 効 
果 が か か る か を 設定 で きま す (37 ペ ー ジ )。 


(取扱 説明 書 よ り 以 下 抜粋 。 下 図 の ペー ジ 数 は 取扱 説明 書 を ご 参照 くだ さい 。 ) 


[$$ — 
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底面 Oo Y 


スイ ッ チ / ボ タン は 底面 か ら 上 方 向 に 押し ます 。 


t 


A% м оа (uosnas) м XnV «D> usn 
m] 2] [3 
フォ ー ン ズ RIX バリ ュー 
[PHONES] 端子 (13 ページ ) [8] [VOICE/VALUE] つま み 


ステ レオ ミニ プラ グ の ヘッ ド フ ォ ン を 接続 し 
ます 。 ら 本 まで 同時 に 使え ます 。 


デバ イス 


USB [TO DEVICE] 端子 (G3 ベ ー ジ ) 
USB フラ ッシュ メモ リー や 別売 の US 無線 
LAN アダ プター を 接続 し ます 。 


[ 〇 ]( ス タン バイ / オ ン ) スイ ッ チ 
(12 ペ ー ジ ) 
電源 の スタ ン バ イ / オ ン を 切り 替え ます 。 


レッ ク 
[Rec] ボタ ン (20 ペー ジ ) 
録音 待機 の 状態 に し ます 。 ラン プ の 点灯 の 種類 
で 録音 状態 を 示し ます 。 


[»/B] (再生 / 停 止 ) ボ タン (21 ペー ジ ) 
プリ セッ ト ソ ング や 録音 し た 演奏 の 再生 を 開 
始 / 停 止 し ます 。 ラ ンプ の 点灯 の 種類 に より 再 
生 状 態 を 示し ます 。 
メト ロ ノ ー ム 

[Metronome] ボタ ン (17 ベ ペー ジ ) 
メト ロ ノ ー ム を 操作 し ます 。 ラン プ の 点灯 の 種 
類 に より 、 メ トロ ノー ム の 状態 を 示し ます 。 

ファ ンク ショ ン 
[ Func. ] ボタ ン (31 ベ ページ) 
本 機 の さま ざま な 機能 を 設定 し ます 。 


回 


= 
= 


つま み を 回 し て 、 演 奏する 音色 を 選ん だ り 、 
設定 値 を 調節 し た り し ます 。 つ まみ を 押す と 、 
音色 や 設定 値 を り リセット で きま す 。 


[VOLUME] つま み (14 ベ ページ ) 
[PHONES] 端子 か ら の 出力 の 音量 を 調節 し ま 
Se 


В 
[DC IN 16VI 端子 (12 ベ ペー ジ ) 

電源 接続 用 の 端子 で す (納入 時 、 ピ アノ 背面 の 
電源 入力 端子 と 接続 され て いま す )。 


セン サー 
[SENSOR] 端子 
(専門 業者 の み 取 り 扱い が で きま す 。) セン サー 
に 接続 され る 端子 で す 。 納入 時 に 接続 され て い 
ます 。 


[AUX IN 端子 (28 ペ ー ジ ) 

ステ レオ ミニ プラ グ の オー ディ オケ ー ブ ル 
使っ て 、 携 帯 音楽 ブ プレー ヤー な どの オー ディ オ 
機器 と 接続 し ます 。 

USB [TO HOST] 端子 (29 ペ ー ジ ) 
コン ピュ ー タ ー な どの 外部 機器 と 接続 し ます 。 


Silent SH2/SC2 Series (UP/GP) 


画 ス イッ チ ボ ッ クス 
<TA2/SH2 シリ ー ズ > 
(取扱 説明 書 よ り 以 下 抜粋 。 下図 の ペー ジ 数 は 取扱 説明 書 を ご 参照 くだ さい 。 取扱 説明 書 
л аары а А 
+9.) 


前 面 3 | (プラ ンド ビア ノ の み ) [9] [10] 


スイ ッ チ / ボタ ン は 底面 か ら 上 方 向 に 押し ます 。 


ле. T 
13 
フォ ー ン ズ ソン グ 
[1] IPHONES] 端子 * SONG モー ド 
ステ レオ ミニ プラ グ の ヘッ ド フ ォ ン を 接 内 蔵 曲 や 録音 し た 曲 、 市 販 の 曲 な どの 再生 
続 し ます (15 ページ )。 2 本 まで 同時 に 使 / 録 音 操作 を 行ない ます (19 ペ ー ジ )。 
Adve ユー ティ リティ ー " 
トゥ ー _ テバ イス ・UTILITY モ ー ド 
[2] USB [TO DEVICE] 端子 メト ロ ノ ー ム な どの 操作 や 各種 設定 を 行 
USB フ ラッ シュ メモ リー や 別売 の USB 無 な いま す (28 ペー ジ )。 
LAN — 44 ベ ペー 
BLANTZZS 。  【 加 ポタ ン 1/[ 婦 ポタ ン 2/ [s] ボタ ン 3 
° 選ん だ モー ド に よっ て 異な る 機能 が 割り 
[3] [Aco] ラン プ (グラ ンド ビア ノ の み ) 当て られ ます 。 各 ボ タン を 押し て その 機能 
点灯 中 は 、 アコ ー ス ティ ッ ク ピ アノ と 同様 を 操作 し ます 。 
の し くみ で 音 が 出 ます (16 ペー ジ )。 10 (Bluctoath) ラン プ 
[4] [ ゆ や ]( ス タン バイ / オ ン ) スイ ッ チ Bluetooth 機能 が オン の と き に 点灯 し ま 
電源 の スタ ン バ イ / オ ン を 切り 替え ます す (51 ペー ジ )。 Bluetooth 対応 機器 と の 
(14 ペ ー ジ )。 接続 中 は 青 、 未 接続 の 場合 は UTILITY モー 
ド に 入る と 白 で 点灯 し ます 。 
[5] モー ド ボ タ ン 


ボタ ン を 押す た びに 、 下記 3 種類 の モー ド ディ スプ レイ 
が 順に 切り 替わり 、 選ば れ て いる モー ド の 音色 番号 や ソン グ 番 号 、 設定 値 な ど を 表示 
ラン プ が オレ ンジ で 点灯 し ます 。 し ます 。 


VOICE モ ー ド 
音色 に 関す る 操作 を 行ない ます (17 ペ ー 
ジ )。 


Silent SH2/SC2 Series (UP/GP) 


ポイ ス バリ ュー 
m] [VOICE/VALUE] つま み 


つま み を 回 し て 、 音 色 を 選ん だ り 、 設 定 値 
な ど を 調整 し た り し ます 。 機能 に よっ て 
は 、 つま み を 押し て 操作 する こと も あり ま 
す 。 


[2] [VOLUME] つま み 
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つま み を 回 し て 、 ヘ ッ ド フォ ン 、AUX 
OUT tm. USB [TO HOST] 端子 の 音声 
出力 、 Bluetooth 音声 出力 の 音量 を 調節 し 
ます 。 
(グラ ンド ピア ノ の み ) つま み を 押す と 、 ア 
コー ステ ィ ッ ク ピ ア ノ と し て 演奏 する か 、 
消音 演奏 する か を 切り 替え られ ます (16 
ペー ジ )。 

アウ ト 
AUX OUT [R]/[L/L+R] 端子 
外部 オー ディ オ 機 器 に 接続 し て 、 本 機 の 音 
声 を 接続 し た 機器 に 出力 し ます (46 ペー 
ジ )。 


MIDI [IN]/[OUT] 端子 


外部 MIDI 機器 を 接続 し ます (48 ページ)。 


[i] [DC IN 16V] 端子 


(アッ プラ イト ピア ノ ) 電 源 接続 用 の 端子 で 
す 。 納入 時 、 ビ アノ 背面 の 電源 入力 端子 と 
接続 され て いま す 。 

(グラ ンド ビ ピアノ) 付属 の 電源 アダ ブタ ー を 
接続 し ます 。 


[SENSOR] 端子 /[MD/AMP] 端子 


(専門 業者 の み 取り 扱い が で きま す 。) セン 
サー や 内 部 ユニ ッ ト に 接続 され る 端子 で 
す 。 納 入 時 に 接続 され て いま す 。 


[AUX IN] 端子 


携帯 音楽 プレ ー ヤ ー な どの オー ディ オ 機 
器 と 接続 し て 、 外部 オー ディ オ 機 器 の 音 を 
本 機 で 鳴ら し ます (47 ペー ジ )。 


USB [TO HOST] 端子 


コン ビュ ー タ ー や スマ ー ト デバ イス と 接 
続 し ます (49 ページ)。 


画 Bluetooth( 基 板 ) の 場所 


ディ スプ レイ 

ソン グ 番 号 や 各種 設定 値 を 表示 し ます 。 
ай Í 
(ソン グ 番号 ) (взети) 


この 画面 は 、 英 数 字 3 文字 で さま ざま な 
メッ セー ジ も 表示 し ます 。 詳細 は 55 ベー 
ジ を ご 参照 くだ さい 。 


Bluetooth 付 き の 場 合 は 、 赤 線 部 分 の 部 品 が あり ます 。 
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3. 納入 調整 ・ 定 期 調律 時 の メン テ ナ ン ス 手順 


納入 調整 お よび 定期 調律 時 の メン テ ナ ン ス 手順 の 概要 で す 。 
個々 の 手順 に つい て は 、 該 当 す る 項目 の 真 を 参照 し て くだ さい 。 


ピア ノ 安 全 点検 マニ ュ ア ル を 参照 し 、 各 部 の 点検 を 行う 


ピア ノ の 動作 確認 を 行う 
・ ア コー ステ ィ ッ ク ピ ア ノ 部 分 の 機能 点検 — P12 
・ 電 気 ユ ニッ ト 部 分 の 機能 点検 — P.13 
ー 部 の 動作 確認 に お いて 、 機 器 か ら の 電子 音 で 判断 する 場合 が あり ます 。 
周囲 で 大 き な 音 が し て いる 場合 な ど 、 聞き 取り に くい こと も 考え られ ます の で 、 
個人 使用 の ヘッ ド ホ ン を 持参 し て お く こ と を 推奨 し ます 。 


外装 を 取り 外し 、 調 律 ・ 整 調 を 行う 


・ 外 装 の 分 解 手順 = P.14(UP), P.15(GP) 
・GP ハ ンマ ー セ ン サ ー ユ ニッ ト の 取り 外し — P.16 
・ ペ ダル 調整 = P2 


・TA2 シ リー ズ の 調整 (TA2 シ リー ズ の 場合 の み ) 一 Р.54-56 
納入 調整 、 定 期 調律 時 に 行う こと と し て は 、TA モ ー ド の ピッ チ 設 定 で す 。 
その 他 の メン テ ナ ン ス は 必要 に 応じ て 実施 し て くだ さい 。 


4. キャ リブ レー ショ ン 実 行 


アコ ー ス ティ ッ ク ピ アノ 部 分 と 自動 演奏 装置 と を マッ チン グ さ せ 、 そ の 動作 確認 を 行う 
* 鍵 盤 キ ャ リブ レー ショ ン — P.29 
・ ベ ダル キャ リブ レー ショ ン — P33 


外装 を 取り 付け 、 ピ アノ の 動作 確認 を 行う 


・ 外 装 の 取り 付け — P.14(UP), P.15(GP) 
・ ア コー ステ ィ ッ ク ピ ア ノ 部 分 の 機能 点検 о P12 
・ 電 気 ユ ニッ ト 部 分 の 機能 点検 > P.13 
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3-1. 機能 点検 


アコ ー ス ティ ッ ク ピ アノ 部 分 と 電気 ユニ ッ ト 部 分 の 機能 点検 は 

ピア ノ の 納品 時 に か な ら ず 実施 し て くだ さい 。 

また 、 作業 の は じ め に 点検 を 行う こと は 、 そ の 後 の 作業 手順 を 決め る 上 で 有効 で す 。 
イヤ ホン 、 も し く は ヘッ ド ホ ン を 携帯 する こと を 推奨 し ます 。 


1. アコ ー ス ティ ッ ク ピ アノ 部 分 の 機能 点検 
・ 鍵 盤 の 動き の 確認 
全 鍵 盤 が スム ー ズ に 動き 、 元 の 位置 に 戻る こと を 確認 し ます 。 
音 の 確認 
1 キー か ら 88 キ ー を 打鍵 し 、 ハ ンマ ー が 動い て 弦 を 打っ て 発音 する こと を 確認 し ます 。 
音 抜 け ・ 二 度 打 ち が 無 いこ と を 確認 し ます 。 
音 の 確認 
1 キー か ら ダ ン パ ー の ある キー まで を 演奏 し 、 鍵盤 を 戻し た と き に 
ダン パー が 弦 を 押さ えて 音 が 止ま る こと を 確認 し ます 。 
・ 音 色 の 確認 
極端 な 音色 の ば ら つ き が 無い こと を 確認 し ます 。 
・ ノ イズ ・ 共 鳴 の 確認 
全 鍵 盤 を 演奏 し た と き に 通常 の 動作 音 以外 の ノイ ズ や 共鳴 が 無い こと を 確認 し ます 。 
・ ペ ダル の 動き の 確認 
1) ダ ン パ ー ペ ダル の 効果 確認 
ダン パー( 右 ) ペ ダル を 踏む こと で 全 ダ ン パ ー が 弦 を 解放 し 
ペダ ル を 戻す こと で ダン パー が 戻る こと を 確認 し ます 。 
2) ソ フト / シ フト ペダ ル の 効果 確認 
アッ プラ イト ピア ノ で は 、 ソ フト ( 左 ) ペ ダル を 踏む こと で ハン マー レー ル 全 体 が 
奥 ヘ シフ ト し ( 打 弦 距離 が 狭く な る ) ペ ダル を 戻す こと で 
アク ショ ン が 元 の 位置 に 戻る こと を 確認 し ます 。 
グラ ンド ピア ノ で は 、 シ フト ( 左 ) ペ ダル の 踏み 始め に 遊び が な いこ と 
ペダ ル を 奥 ま で 踏み 込ん だ 状態 で ハン マー が 弦 を 1 本 外し て 打 弦 する こと 
また シフ トペ ダル を ゆっ くり 踏み 離し た 時 に 鍵盤 能 が ペダ ル の 動き に 合わ せ て 
スム ー ズ に 動く こと を 確認 し ます 。 
3) 中 央 ペダ ル の 効果 確認 
アッ プラ イト ピア ノ で は 消音 状態 に な り ま す 。 
ペダ ル を 下 に 踏み 込ん で か ら 左 側 に セッ ト し て くだ さい 。 
消音 ペダ ル セ ン サー の スイ ッ チ が 働き 、 電子 音 に 切り 替わり ます 。 
グラ ンド ピア ノ で は 、 ダ ン パ ー ペ ダル を 踏ん だ 状態 で ソス テ ヌ ー ト ペダ ル を 踏ん で 
ダン パー ペダ ル を 戻し 全 ダ ン パ ー が 上 が っ た 状態 に ある こと 
ソス テ ヌ ー ト ペダ ル を 徐々 に 戻し ダン パー が 一 様 に 降り る こと 
ソス テ ヌ ー ト ペダ ル を 踏ん だ と き に 羽根 が タブ リッ プ に 接触 し な いこ と を 確認 し ます 。 
・ ペ ダル の ノイ ズ の 確認 
ペダ ル の 動作 に より 通常 の 動作 音 以 外 に ノイ ズ が 発生 し て いな いこ と を 確認 し ます 。 
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2. 電気 ユニ ッ ト 部 分 の 機能 点検 
デモ 曲 を 再生 させ て 、 ス イッ チ ボ ッ クス の 各 ボ タン の 動作 確認 を 行い ます 。 


2-1. 電源 プラ グ を 家庭 用 コン セン ト に 接続 する 


a アッ プラ イト ピアノ в グラ ンド ビ ピアノ 


2-2. スイ ッ チ ボッ クス の 電源 ボタ ン を 押す 


2-3. PHONE 端 子 に ヘッ ド ホ ンジ ャ ッ ク を 挿す 


< ソス テ ヌ ー ト ペダ ル 搭 載 > 

鍵盤 右 下 の 消音 レバ ー を 、 カ チッ と 音 が 聞こ える まで 手前 に 引い た 時 に 、 消音 状態 に な る こと を 
確認 する 。 

< ソス テ ヌ ー ト ペダ ル 非 搭載 > 

中 央 ペダ ル を 下 に 踏み 込ん で か ら 左 側 に セッ ト し た 時 に 、 消 音 状態 に な る こと を 確認 する 。 


Grand Piano 
«GB1K-SC2» 
高音 側 ハ ンド レバ ー を 引い て 、 消 音 状態 に な る こと を 確認 する 。 
<SH2/TA2 シリ ー ズ > 
VOLUME つ まみ [12] を 押し て 、 消音 状態 に な る こと を 確認 する 。 


(グラ ンド ビア ノ の ぁみ) 


スイ ッ チ / RP YCEETS LAINE. 


2-4. 1 キー か ら 88 キ ー を 打鍵 し 、 ハ ンマ ー が 打 弦 し な いこ と を 確認 する 


2-5. ヘッ ド ホ ン か ら 電 子音 が 鳴る こと を 確認 する 。 


2-6. スイ ッ チ ボッ クス の VOLUME つ まみ ボタ ン を まわ し て 、 音 量 が 変わ る こと を 確認 する 


2-7. TA2 の 場合 、PHONE 端 子 か ら ヘ ッ ド ホン ジャ ッ ク を 抜き 、2-5 と 2-6 を 同じ く 実 行 し て 
ピア ノ 本 体 か ら 電子 音 が な る こと を 確認 する 


2-8. 消音 状態 を 解除 する 


2-9. スイ ッ チ ボッ クス の 電源 ボタ ン を 押し て 電源 を 切る 
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3-2. ピア ノ 内 部 整調 時 の 注意 事項 


ピア ノ 内 部 を 調整 する 場合 に は 、 必 ず ス イッ チ ボ ッ クス の 電源 を 切っ て くだ さい 。 
ピア ノ 内 部 調整 後 は 、 必 ず サ ービス セン ター モー ド ( 後 述 ) に よる キャ リブ レー ショ ン を 
実施 し て くだ さい 。 


1. 外装 の 分 解 手順 
1) 上 前 板 を 外す 
2) PRESET 
3) 鍵盤 押さ え を 外す 
以上 で 通常 の ピア ノ と 同様 に 調律 を 行う こと が で きま す 。 
また 、 下 前 板 は スイ ッ チ ボッ クス を 取り 外さ な く と も 外す こと が 
可能 で す が 、 ス イッ チ ボ ッ クス 背面 の 東 線 に は 注意 し て くだ さい 。 


・ ス イッ チ ボ ッ クス の ヘッ ド フ ォ ン ハン ガー を 取り 外す 。 
2 本 の ネジ を 緩め 、 ス ライ ド さ せ て 取り 外す 。 


ヘッ ド フ ォ ン ハン ガー € 


・ 下 前 板 を 取り 外す 際 は , 下 前 板 受 バネ 固定 ネジ を 外し て か ら 取 り 外 す 。 


ae 
/ 
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受 バ ネ 固 定 ネジ 


2. 整調 工程 で の 注意 点 
鍵盤 の 下面 に 合成 樹脂 製 の シャ ッ タ ー が 付い て いま す 。 
鍵盤 を 取り 外す 場合 に は 、 シ ャ ッ タ ー を 傷め な いよ うに 注意 し て くだ さい 。 


鍵盤 位置 は キー セン サー で 検出 し て いま す 。 

その た め 、 ピ アノ の 鍵盤 整調 と 鍵盤 押さ え 調 整 が キー セン サー の 検出 に 影響 し ます 。 
以下 の よう な 状態 が 重なる と 、 キー センサ ー 測 定時 に エラ ー の 原因 と な る こと が あり ます 。 
・ バ ラン ス ホ ー ル 部 が きつ く 、 自動 演奏 時 の 鍵盤 動作 に よっ て 飛び 上 が っ た まま と な る 


Silent SH2/SC2 Series (UP/GP) 


* スイ ッ チ ボッ クス の 電源 を 切っ た 後に 消音 状態 で お る こと が わか れ ば 、 再 度 電源 を 入れ な お し 
消音 状態 を 解除 し て くだ さい 。 


1. 外装 の 分 解 手順 
1) 屋根 を 開け る ( 半 開 ・ 全 開 ) 
2) 譜面 合 ア ッ セ ン ブ リ ー を 外す 
3) RSENS 
以上 で 通常 の ビア ノ と 同様 に 調律 を 行う こと が で きま す 。 
4) 拍子 木 を 外す 
左右 各 1 本 の ネジ を 外す 
5) 口 棒 を 外す 
6) セ ン サ ー の コネ クタ (MINI DIN コネ クタ ) を 外す 
ж C2 以下 は 1 箇所 で す 。 
ж 外し た ケー ブル は 接触 を 避け る た め に 腕 木 の 外側 へ まわ し ます 。 
ケー ブル は マス キン グ テ ー プ な ど を 使っ て 腕 木 に 固定 し て お きま す 。 
以上 で アク ショ ン を 引き 出す こと が で きま す 。 


画 ア クシ ョ ン の 引き 出し 
アク ショ ン を 引き 出す 際 は 、 消 音 状態 が 解除 され て いる こと を 確認 し 、 セ ン サ ー の コネ クタ を 外す 。 


束 線 止 を ほど き 、 ハン マー レー ル に 固定 され て いる 
ケー ブル を 外す 。 


コネ クタ の ツメ を 外す 。 


本 体側 の ケー ブル は 、 コ ネ ク タ 側 を 腕 木 の 外側 へ 
垂らし 、 マ スキ ング テー プ で 固定 し て お く 。 
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圏 ハン マー セン サー ユニ ッ ト の 取り 外し (GB1K-SC2 に は あり ませ ん ) 
1) ピア ノ 本 体側 と 接続 され て いる コネ クタ を 外す 
2) アク ショ ン ブ ラ ケッ ト の 手前 側 の ハン マー セン サー ユニ ッ ト 取 付 ネ ジ (A x 4) を 外す 。 
3) サポ ー ト レー ル 側 の 取付 ネジ (B x 4) を 緩め る 。 
4) ハン マー セン サー を 手前 側 に スラ イド させ 、 上 方 向 に 外す 。 


以上 で 内 部 を 調整 する こと が で きま す 。 


—16- 


Silent SH2/SC2 Series (UP/GP) 


3-3. 消音 メカ の 点検 ・ 調 整 


Upright Piano 


画 シ ャ ンク スト ッ プ ユニ ッ ト の 調整 
シャ ンク スト ッ プ ユニ ッ ト は フル スト ロー ク で スト ッ パ ー 部 が 前 後 8.0mm 動 く よ うに 
設定 され て いま す 。 以下 の 手順 で 確認 と 調整 を お こ な っ て くだ さい 。 


1. 消音 機能 の ON/OFF で シャ ンク スト ッ パ ー が スト ロー ク い っ ぱい に 動く こと を 確認 する 。 
(消音 操作 を 行っ て も 全く シャ ンク スト ッ パ ー が 動か な い 場 合 に は 、 消音 セン サー の 
動き を 確認 する ) 
< ソス テ ヌ ー ト ペダ ル 搭 載 > 
鍵盤 右 下 の 消 音 レ バー を 、 カ チッ と 音 が 聞こ える まで 手前 に 引い た 時 に 
消音 状態 に な る こと を 確認 する 。 
< ソス テ ヌ ー ト ペダ ル 非 搭載 > 
中 央 ペダ ル を 下 に 踏み 込ん で か ら 左 側 に セッ ト し た 時 に 、 消音 状態 に な る こと を 確認 する 。 


<SH2/TA2 シリ ー ズ > 
ON 時 : 
低音 側 


OFF 時 : 
低音 側 


* シャ ンク スト ッ パ ー の 動き を 妨げ る 要因 ・ 調 整 方 法 に つい て は 、 後 述 の シャ ンク スト ッ パ ー 
の 動き が スム ー ズ で な い 場 合 を 参照 の こと 
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«SC2 シリ ー ズ > 
ON 時 : 
低音 側 


OFF 時 : 
低音 側 


2. 消音 機能 を ON に する 。 


LAT, ハンマー 先端 と 弦 と の 間隔 を 確認 する 。 
[調整 基準 ] 
シャ ンク スト ッ プ 距離 :4.5mm<7.0mm 


消音 状態 を 解除 し 、 ハ ンマ ー を 弦 に 押し 当て た と き 、 ハ ンマ ー 
シャ ンク が ハン マー シャ ンク スト ッ パ ー に 当たら な いこ と / 


з. 低 ・ 中 ・ 高 、 各 セク ショ ン の ハン マー を シャ ンク スト ッ パ ー に 押 “|| 


[調整 内 容 ] 
消音 べ ダ ル の ター ン バ ッ クル を 回 し 、 調整 する 。 
・ ハ ンマ ー 先 端 と 弦 と の 間隔 が 広い 場合 は 、 タ ー ン バッ クル を 上 か ら 見 て 時 計 回 り に 回 し 、 
調整 する 
・ ハ ンマ ーー 先端 と 弦 と の 間隔 が 狭い 場合 は 、 タ ー ン バッ クル を 上 か ら 見 て 反 時 計 回 り に 回 
し 、 調整 する 


(SC2 の 場合 ) 
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シャ ンク スト ッ プ 距離 が 4.5mm て 7.0mm に 収まっ て いな い 場 合 は 、 シ ャ ンク スト ッ パ ー の レー 
ル 部 分 を 動か し て 調整 する 。 

・ セ クシ ョ ン ご と で シャ ンク スト ッ プ 位置 に 差 が ある 場合 は 、 調 整 ネジ を 緩め 、 ハ ンマ ー シ ャ ン 
クス トッ パー の レー ル 取 付 位置 を 前 後に 動か し 、 調 整 する 。 
※ レ ー ル 調整 ネジ の うち 、 1 箇所 は 固定 し た まま の 方 が 調整 し や すい 。 


ONE 
i 


ii 79999996 


<SC2 シリ ー ズ > 
低音 側 と 高音 側 で 隙間 の 差 が 大 きい 場合 は 、 操 作 ケ ー ブ ル の ケー ス の 長 さ を 調整 し て 
バラ ンス を と る 。 


※ ス トッ プ 距 離 
広げ る : ネジ 部 分 を 出す 
狭め る : ネジ 部 分 を 入れ る 


※3 本 ケー ブル 仕様 の 場合 
バラ ンス は 低音 ・ 高 音 の ケー ブル で 調整 し 、 次 高音 部 の ケー ブル は 低 ・ 高 音 に 比べ 
スト ッ パ ー の 始動 が 早く な り 過 ぎ な いこ と 。 X. 消音 状態 で ワイ ヤー 部 が た る まな い 
よう に 調整 する 。 


※ 調 整 に は スパ ナ が 必要 


く SC2, SH2, TA2 共 通 > 
長期 の 使用 な ど に より 、 中 央 の ペダ ル の スト ロー ク が 適正 で な 
い 場 合 が ある の で 、 確 認 する 。 


確認 内 容 
消音 音 ペ ダル ON/OFF の スト ロー ク ( 右 図 ) が 8mm 前 後 で ある 


zi 


© を 確認 ^o 

調整 方 法 
前 土台 の 消音 ペダ ル 窓 欠き の 段差 で スト ロー ク が 決ま る た め 
窓 欠き 部 に スラ イド スキ ン を 貼っ て 加減 する 。 


—19- 


Silent SH2/SC2 Series (UP/GP) 


4. 消音 機能 を OFF に する 。 
<SC2, SH2, TA2 共 通 > 
ピア ノ が 正しく 発音 する こと 、 ハンマー シャ ンク と スト ッ パ ー が 当たら な いこ と を 確認 する 。 
* シャ ンク スト ッ パ ー の スト ロー ク 8.0mm と シャ ンク スト ッ プ 距離 最大 7.0mm と の 関係 か ら 
調整 ・ 動 き が 適正 で あれ ば 通常 状態 に 戻し た 時 の スト ッ パ ー と シャ ンク の 干渉 は な い 。 
<SH2/TA2 シリ ー ズ > 
スト ッ パ ー の レー ル 後 面 が 、 受 け 金 具 ガ イド 部 の クロ ス に 密着 し て いる こと を 確認 する 。 


低音 側 高音 側 


SC2 の アク ショ ン の 取り 外し 方 法 (操作 ケー ブル の 取外し と 注意 点 ) 
操作 ケー ブル を シャ ンク スト ッ パ ーASSY か ら 取 り 外 す 必 要 が あり ます 。 


Ф | 次 高音 の 操作 ケー ブル を 外す 


D-1 ネル 布 等 を ウイ ペン と キャ プス タン スク リュ ー の 間 に 挟 みこ ん で 
作業 スペ ー ス を 確保 する 


< ハン マー シャ ンク と ハン マー レー ル の 間 に 
空間 を 設け る こと で 作業 効率 が 向上 する 


ees 
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@-2 ラジ オペ ンチ を 使っ て 、 操 作 ケ ー ブ ル の 金具 を つか むと 、 操 作 ケ ー ブ ル と 
ホル ダー と の 脱着 が 容易 に 行え る 
必要 に 応じ 、 中 央 ペダ ル を 踏ん で 消音 機能 を ON に し て 
シャ ンク スト ッ パ ー を 手前 に 倒す 


操作 ケー ブル 先端 を 
取り 外し た 状態 


低音 側 の 操作 ケー ブル を 外す 


低音 側 


右 指 で シャ ンク ス 
トッ パー を 手前 に 
倒す と 、 操作 ケー 
ブル を 外し や すい 


以上 の 作業 で 、 通 常 の UP 同様 に アク ショ ン を 取り 外す こと が 出来 ます 。 
※ ア クシ ョ ン を 取付 時 に 、 次 高音 の 操作 ケー ブル を シャ ンク スト ッ パ ー に 取り 付け る 際 に は 
上 記 の ラジ オペ ンチ を 用 いる と 作業 が し や すい 
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Grand Piano 
消音 メカ の 操作 は 、 グ ラン ド ピ アノ の 場合 は 、 以 下 の 通り で す 。 
ぐ GB1K-SC2> 
高音 側 ハ ンド レバ ー を 引い て 、 消 音 状態 に か る こと を 確認 する 。 
ぐ SH2/TA2 シリ ー ズ > 
VOLUME つ まみ [12] を 押し て 、 消音 状態 に な る こと を 確認 する 。 


画 ハ ンマ ー シ ャ ンク スト ッ パ ー の 点検 ・ 調 整 
[調整 基準 ] 
・ 消 音 状態 に し 、 ハ ンマ ー シ ャ ンク スト ッ パ ー が ハン マー シャ ンク に 対し て 垂直 で ある こと を 目視 で 確認 
・ ハ ンマ ー シ ャ ンク スト ッ プ 位置 が 、 打 弦 距 離 で 5 て 6mm 
・ 消音 状態 を 解除 し 、 ハ ンマ ー を 打 弦 させ た と き に 、 ハ ンマ ー シ ャ ンク が ハン マー シャ ンク スト ッ パ ー に 
当たら な い 、 且つ ハン マー シャ ンク スト ッ パ ー が 弦 に 対し て 平行 で ある こと ( 図 1) 


[調整 内 容 ] 

ぐ SH2/TA2 シ リー ズ ッ > 

ピア ノ 本 体内 部 高音 側 棚 板 奥 の MD ユニ ッ ト の 六角 ナッ ト ( 右 写真 〇 印 上 下 ) を 回 し 、 長 さ を 

変え て 回 転 量 を 調整 する 。 

・ ハ ンマ ー シ ャ ンク スト ッ パ ー の 平行 (OFF 位 置 ) を 調整 する 場合 は 、 上 部 の 六角 ナッ ト を 回 す 。 
(写真 2A, A) 

・ ハンマー シャ ンク スト ッ パ ー の 垂直 (ON 位置 ) を 調整 する 場合 は 、 下 部 の 六角 ナッ ト を 回 す 。 
(写真 2A, B) 


«GB1K-SC2» 

・ ピ アノ 本 体 (高音 側 ) リ ワイ ヤー の ケー ス の 長 さ を 調整 する (調整 箇所 : 図 1B) 

・ 上 記 ワ イヤ ー ケ ー ス の 長 さ で 調整 で き な い 場合 は 、 サ イレ ント レバ ー 後 方 の スト ロー ク 調 整 ネジ 
で 調整 する (調整 箇所 : [Z] 1 C) 


め ゆるめ る (調整 後 ロッ ク す る ) スト ロー ク 調 整 ネ ジ 
10mm 


図 2B 
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画 シ ャ ンク スト ッ プ 位置 の 点検 ・ 調 整 
[調整 基準 ] 
消音 状態 に し 、 ハ ンマ ー シ ャ ンク が ハン マー シャ ンク スト ッ パ ー に 接触 し た と き 
ハン マー 先端 と 弦 と の 間隔 が 5mm て 6mm に な っ て いる こと 。 
[調整 内 容 ] 
ハン マー シャ ンク スト ッ パ ー 緩衝 材 を 交換 し 、 調 整 する 。 


シャ ンク スト ッ プ 位置 : 弦 か ら 5mm ン 6mm 


緩衝 材 ` Be (t) 


厚 さ ① パー ツ No. 
5.5mm T6210140 
5.0mm T6210130 
4.5mm T6210120 


4.0mm T6210110 
3.5mm T6210100 


サー ビス パー ツ で 供給 され る 緩衝 材 の 長 さ は 、 全 て 378mm で a) a 


す 。 
使用 する 箇所 に 応じ 、 低音 365mm, 中 音 375mm, 
高音 :232mm に 切り 分 け て 使用 し て 下さ い 。 


画 レ ギュ レチン グロ ッ ド の 点検 ・ 調 整 


[調整 基準 ] 
・ 消音 状態 に し 、 ジ ャ ッ ク 小 の コブ (a) が 、 レ ギュ レチン グロ ッ ド (b) の 前 後 中 央 位置 で 接触 する こと 
( 3) 


・ 消 音 状態 を 解除 し 、 ジ ャ ッ ク 小 の コブ (a) が レギ ュ レ チン グロ ッ ド に 接触 し な いこ と 


[調整 内 容 ] 
高音 部 の アク ショ ン 奥 側 に 取り 付け られ て いる レギ ュ レ チン グロ ッ ド 駆動 レバ ー の 調整 スク 
リュ ー を 回 し 、 WETS. ( 図 4) 


・ ジ ャ ッ ク 小 の コブ (a ヵ ) と レギ ュ レ チン グロ ッ ド (b) と の 接触 位置 が 奥 過 ぎる 場合 は 、 調 整 スク 
リュ ー を 右 に 回 し 、 調 整 す る 。 

・ ジ ャ ッ ク 小 の コブ ( ぁ ) と レギ ュ レ チン グロ ッ ド (b) と の 接触 位置 が 手前 過ぎ る 場合 は 、 調 整 スク 
リュ ー を 左 に 回 し 、 調 整 す る 。 


図 3 図 4 調整 スク リュ ー 
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BSH (消音 時 の ハン マー 接近 ) の 点検 ・ 調 整 
[調整 基準 ] 
消音 状態 に し 、S 接 近 寸 法 が シャ ンク スト ッ プ 位置 か ら 1mm ン 2mm に な っ て いる こと 。 


S 接 近 : シ ャ ンク スト ッ プ 位置 か ら 1mm ン 2mm 


[調整 内 容 ] 
レギ ュ レ チン グロ ッ ド の 調整 スク リュ ー を 回 し 、 調 整 する 。 ( 図 5) 
・S 接 近 を 狭く する 場合 は 、 ス クリ ュー を 右 に 回 し 、 調 整 す る 。 
・S 接 近 を 広く する 場合 は 、 ス クリ ュー を 左 に 回 し 、 調 整 す る 。 


調整 スク リュ ー 


[調整 手順 ] 
1) 通常 の ハン マー 接近 、 ハ ンマ ーー 戻り を 点検 、 調 整 する 。 
2) S 接 近 を 調整 する た め の 準 備 を する 。 
S 接 近 で は 、 戻 り を 広げ な いと ジャ ッ ク の 脱 進 が 確認 し に くい た め 、 
各 レ ギュ レチン グロ ッ ド の 両端 に あたる キー の ハン マー 戻り を 8mm て 9mm に 広げ る 。 
3) 消音 状態 に し 、S 接 近 を 確認 する 。 
4) スク リュ ー を 回 し 、S 接 近 を 調整 する 。 
5) 準備 の た め 広 げた ハン マー 戻り を 元 に 戻す 。 


ニク オー 
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3-4. セン サー ユニ ッ ト の 調整 


各 セ ン サ ー ユ ニッ ト を 交換 し た 場合 に は 、 必 ず 調 整 を 行っ て くだ さい 。 


Upright Piano 


消音 メカ は 、 以下 の 操作 を 行い ます 。 

< ソス テ ヌ ー ト ペダ ル 搭 載 > 
鍵盤 右 下 の 消音 レバ ー を 、 カ チッ と 音 が 聞こ える まで 手前 に 引い た 時 に 、 消音 状態 に な る こと を 
確認 する 。 

< ソス テ ヌ ー ト ペダ ル 非 搭載 > 
中 央 ペダ ル を 下 に 踏み 込ん で か ら 左 側 に セッ ト し た 時 に 、 消音 状態 に な る こと を 確認 する 。 


キー セン サー ユニ ッ ト の 調整 
キー セン サー ユニ ッ ト は 工場 出荷 時 に 以下 の 箇所 ・ 寸 法 で 調整 を 行っ て いま す 。 
通常 は この 隙間 調整 を 行う 必要 は あり ませ ん 。 
た だ し 、 ユ ニッ ト 交 換 を 行っ た 場合 な ど に は 同様 の 寸法 に 調整 する 必要 が あり ます 。 
確認 位置 : 各 セ クシ ョ ン の 黒 鍵 を 下端 まで 押さ えた と き の 鍵 盤 下面 と キー セン サー ユニ ッ ト 
シャ ー シ 上 面 と の 隙間 


基準 寸法 : 隙間 a = 3.8mm~4.0mm 
調整 方 法 : セン サー ユニ ッ ト の ブラ ケッ ト (4 箇 所) の 前 後 の 調整 ネジ ( 各 1 本 ) で 調整 する (※) 


キー セン サー の 調整 鍵盤 と 平行 に な る よう に する 。 


《 キ ー セ ン サ ー と 鍵盤 と の 隙間 が 広 す ぎる 場合 》 
> キー シャ ッ タ ー が 光線 を 遮る こと が で き な い 
《 狭 すぎ る 場合 》 
つ 強打 時 に 鍵盤 と キー セン サー と が 接触 する 


DB 
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[調整 内 容 ] 
調整 用 スペ ー サ ー を 出し 入れ し 、 調 整 する 。 
出し 入れ に は 、 セ ン サ ー ブ ラケット か ら 人 台座 スペ ー サ ー УКА 
を 外す 必要 が あり ます 。 (写真 5、6) 
1 枚 の スペ ー サ ー で 、0.5mm 単 位 の 調整 が 可能 で す 。 


・ 間 隔 が 広い 場合 は 、 必 要 量 の スペ ー サ ー を 入れ 、 


調整 する 。 
・ 間 隔 が 狭い 場合 は 、 必 要 量 の スペ ー サ ー を 抜き 、 
調整 する 。 


キー セン サー ユニ ッ ト ス ペー サー 


調整 用 スペ ー サ ー 10 枚 黒色 厚 さ 0.5mm 


調整 用 スペ ー サ ー 


台座 スペ ー サ ー 


キー セン サー の 下部 より 調整 ネジ を 回 し 、 調 整 する 。 (写真 3) 


== 
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画 ペ ダル セン サー ユニ ッ ト の 調整 
[ダン パー ペダ ル セ ン サー 調整 ] 
生 ピ アノ の ペダ ル 調 整 後 、 ダ ン パ ー ペ ダル セン サー 測定 モー ド の ハー フ ポ イン ト を 設定 する 。 
ハー フ ポ イン ト の 設定 方 法 は 、" ペ ダル キャ リブ レー ショ ン ” を 参照 し て くだ さい 。 


[ソフ トペ ダル セン サー の 調整 ] 


生 ピ アノ の ペダ ル 調 整 後 、 テ スト モー ド の 操作 ガイ ド 音 の 発音 タイ ミン グ を 確認 し な が ら 調 整 す る 。 
調整 方 法 は 、“ テ スト モー ド “ を 参照 し て くだ さい 。 


[シフ トペ ダル セン サー・ ソ ステ ヌー トペ ダル セン サー の 調整 ] 
生 ピ アノ の ペダ ル 調 整 後 、 テ スト モー ド の 操作 ガイ ド 音 の 発音 タイ ミン グ を 確認 し な が ら 調 整 する 。 
調整 方 法 は 、“ テ スト モー ド “ を 参照 し て くだ さい 。 
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画 ハ ンマ ー セ ン サ ー ユ ニッ ト の 高 さ 調整 
ピア ノ 調 整 時 に ハン マー セン サー ユニ ッ ト を 取り 外し た 場合 に は 、 再 取付 後に 、 必 ず ハ ンマ ー セ ン 
サー テス ト を 実施 し て くだ さい 。 


[調整 基準 ] 
ハン マー ET aum シャ ンク スト ッ パ ー に 接触 する 手前 1.5mm 土 1nmm の と ころ で 、 
M2 の 操作 ガイ ド 音 音 する こと 。 ( 図 5) 


z GEEA 
мон po 


le ハン マー シャ ンク スト ッ プ 位置 十 1.5mm 土 1mm Oe оз 調整 基準 


[調整 内 容 ] 
1) 消音 状態 に な っ て いる こと を 確認 し 、 テ スト モー ド を 起動 させ る 。 
テス トモ ー ド の 起動 方 法 は 、“ テ スト モー ド ”“ の 項目 を 参照 し て くだ さい 。 
2) テス ト No. "t35" を 選択 し し ハン マー セン サー テス ト を 起動 させ る 。 
テス トモ ー ド の 操作 方 法 は 、“ テ スト モー ド ”“ の 項目 を 参照 し て くだ さい 。 
3) 操作 ガイ ド 音 を 確認 し な が ら 、[ 調 整 基準 ] に 入る よう 、 調整 歯車 で 調整 する 。 


シャ ンク スト ッ プ 位置 : 弦 か ら 5mm て 6mm 


M2 発音 タイ ミン グ : ハン マー シャ ンク スト ッ パ ー か ら 1.5mm キ 1mm 


[調整 手順 ] 
1) ロン グロ ッ ク ネ ジ (A) を 緩め る 。 
2) ロッ ク 用 ネジ (B) を 緩め る 。 
3) 調整 歯車 (C) を 回 し て ハン マー セン サー の 高 さ を 調整 する 。 
4) ロッ ク 用 ネジ (B) を 締め る 。 
5) ロン グロ ッ ク ネ ジ (A) を 締め る 。 


ロン グロ ッ ク ネ ジ (A) 
調整 歯車 (C) 


調整 歯車 (C) 


ロッ ク 用 ネジ (B) 、| ュ 


ロッ ク プ レー ト 
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3-5. 鍵盤 キャ リブ レー ショ ン 


各 キ ャ リブ レー ショ ン は 、 キ ー セ ン サ ー、 ダ ン パ ー ペ ダル セン サー の 検出 位置 を 測定 し 
デー タ を 校正 する こと に よっ て 、 セン サー 情報 を 適正 化す る た め の プ ログ ラム で す 。 
各 測定 を 行う 場合 は 、 必 ず 、 鍵 盤 調 整 、 ペ ダル 調整 が 正しく 行わ れ て いる こと を 確認 し て くだ さい 。 


各 測 定 で 操作 ガイ ド 音 を 確認 する 場合 は 、 ヘ ッ ド フォ ン を 接続 し 、VOLUME ツ マミ で 適切 な 音量 に 
調整 し て くだ さい 。 


以下 の よう な 場合 は 、 キ ャ リブ レー ショ ン に よる 測定 が 必要 で す 。 
・ 消 音 演奏 時 の 電子 音 に 、 音 量 の バラ つき や 発音 不良 が 確認 され た 場合 


・ キ ー セ ン サ ー、 キー シャッター、 ダ ン パ ー ペ ダル セン サー、 ス イッ チ ボ ッ クス を 交換 し た 場合 
・ ア クシ ョ ン 、 ペ ダル の 調整 を 行っ た 場合 


画 キ ー セ ン サ ーー 測定 


キー セン サー 測定 に は 、 す べ て の キー の 測定 値 を 書き 換え る 「 全 キー 測定 」 と 、 指 定 し た キー の み 
書き 換え る 「1 キ ー 測 定 」 が あり ます 。 


[鍵盤 キャ リブ レー ショ ン 起 動 方 法 ] ※SC2 も 同じ ボタ ン 配 置 で す 
起動 方 法 | 起動 手順 


[6] + [7] + 11] を 押さ えな が ら [4] 電 源 ボ タン を 押す 


5Key(C + 9Key(F) + 12Key(G を 押さ えな が ら [4] 電 源 ボ タン を 
BERE 押す 


パネ ル ボ タン [6] + [8] + [11] を 押さ えな が ら [4] 電 源 ボ タン を 押す 
1 キー 測定 モー ド 


鍵盤 5Key(C#) + 9Key(F) + 12Key(G#)+17Key(C#) を 押さ えな が ら [4] 
Š 電源 ボタ ン を 押す 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 


前 面 [р 2 


3] (ツラ ンド ピア ァ ノ の み ) 9] ho n] [m2 
OS = [Г Т=ЕЕ Еш Ó © | 
A PHONES 8 ーー =s = — WORCE/VALUE — VOLUME m m 
[4] [5] [e] [7] [8] TROMPE 
f ; ; \ m f 
(Yen dà e e | | 
=  JóO0000 N 
スイ ッ チ / ボタ ン は 底面 か ら 上 方 向 に 押し ます 。 | 
[用 語 補足 説明 ] 


HERES 


電源 ON 後 、 鍵盤 セン サーLED の 輝度 が 安定 する まで の 慣らし 運転 
MIDI の NOTE 番 号 と 対応 し た 、 鍵 盤 毎 に 割り 振ら れ た 番号 
ディ スプ レイ に 表示 され る 鍵盤 番号 は 、 キ ーNo. に 十 20 し た 数 字 に な り ま す 


例 ) 表示 が “32^ の 場合 一 12Key(G お 


表示 が “108“ の 場合 一 88Key@ 
| レス ト (REST) | 鍵盤 が 押え られ て いな い 状 態 
| エン ド (END) | 鍵盤 が 軽く 最後 まで 押し 込ま れ た 状態 
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[手順 ] 
起動 させ る 前 に 、 す べ て の 鍵盤 が レス ト 位 置 に な っ て いる こと を 確認 し て くだ さい 。 


キー 測定 モー ド ( | SH2/TA2) 


NER aaa А 画面 表示 


2 が 終了 する まで 待機 する 。 ( 約 30 秒 て 2 
аи 中 は ディ スプ レイ に “AGI" と 表示 され 、 
DP(. ) が 点 減 する 。 エ ー ジ ング が 終了 する と 、 自 動 
で ② に 進む 。 

※ エ ー ジ ング 中 は 鍵盤 に 触れ な いこ と 。 誤っ て 触れ 
た 場合 は 、 電源 を OFF し 、 全 キー 測定 モー ド を 再起 


動 さ せる 。 
SC2 の 場合 は 、 ヘ ッ ド フォ ン か ら No.② の 断続 音 が 聞 
こえ る まで 待機 し て くだ さい 。 


すべ て の 鍵盤 が レス ト 位 置 に か っ て いる こと を 確認 
する 。 2 回 の 断続 音 
[8] ボ タン を 押す 、 も し く は ダン パー ペダ ル を 踏ん で 
レス ト 値 の 記 | レス ト 値 を 記録 し 、③ に 進む 。 
5 ※ 鍵 盤 の レス ト 位置 が ずれ て いた 場合 は 、 鍵 盤 の 
位置 を 修正 し 、 電源 を OFF し 、 全 キー 測定 モー ド を 
再起 動 さ せる 。 


全 鍵 毅 を 1 キー ずつ 順次 軽く 打鍵 する 。[8] ボ タン を |2 秒 お き に 
押す 、 も し く は ダン パー ペダ ル を 踏ん で エン ド 値 を 記 |3 回 の 断続 音 
録 し 、④ に 進む 。 

※ 同 一 キー を 複数 回 打鍵 し て も 支障 は あり ませ ん 。 


[8] ボ タン を 押す 、 も し く は ダン パー ペダ ル を 踏ん で メ 
モリ へ の 書込み を 開始 し 、⑤ に 進む 。 
2 DE |※ メ モリ へ の 書込み を 中 止 する 場合 は 、[5] ボ タン を 
込み 開始 п も し く は シフ ト 又 は ソフ トペ ダル を 踏み 、② に 
B o 


込み 中 は 、 デ ィ ス プレ イ に "---" が 表示 され る 。 
с ディ スプ レイ に "PAS” が 表示 3 回 の 断続 音 
され る 。 


込み に 失敗 し た 場合 は 、 デ ィ ス プレ イ に “nG” 及 び | エ ラー キー の 
„е な っ た 鍵盤 番号 * が 1 秒 ず つ 交 互 に 表示 さ 音 高 の 連続 
れる 。 複数 キー の 場合 は 、 エ ラー に な っ た 鍵盤 番 | 音 
号 * が 、 順 次 表示 され る 。 

※ 書 込み に 失敗 し た 場合 は 、 測 定 し た 全 キ ー の 
デー タ は 記録 され ませ ん 。 電源 を OFF し 、 全 キー 測 
定 モー ド を 再起 動 さ せ 、 再 度 、 測 定 を 実施 し て くだ さ 
い 。 

* 鍵 盤 番 号 に つい て は 、[ 用 語 補足 説明 ] を 参照 し て 
くだ さい 。 


EH 
EH 
н 


電源 を OFF し 、 測定 モー ド を 終了 する 。 
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1 キー 測定 モー ド (1 SH2/TA2) 


[e Mae — — — EE 


B Se He キー セン サー 測定 起動 方 法 参照 。 


測定 する キー を 軽く 打鍵 する 。 

※ キ ー 選 択 待機 中 “1Ky“ が 表示 され る 。 

※ キ ー セ ン サ ー を 交換 し た 後に 測定 を 実施 する 場 
合 は 、“1Kn” が 表示 され る 。 


イ に 表示 され た 鍵盤 番号 * を 確認 する 。 正しけれ 
ば 、[8] ボ タン を 押す 、 も し く は ダン パー ペダ ル を 踏 
み 、 決 定 する 。 

※ 測 定 す る キー を 変更 する 場合 は 、 再 度 、 測 定 し た 
い キ ー を 軽く 打鍵 し 、 測 定 す る キー を 変更 する 。 

* 鍵 盤 番 号 に つい て は 、[ 用 語 補足 説明 ] を 参照 し て 
くだ さい 。 

エー ジン グ が 終了 する まで 待機 する 。 

エー ジン グ 中 は 、 デ ィ ス プレ イ に “AGI" と 表示 され 、 
DP(. JARTA, エー ジン グ が 終了 する と 、 自 動 
で ④ に 進む 。 

※ エ ー ジ ング 中 は 鍵盤 に 触れ な いこ と 。 誤っ て 触れ 
た 場合 は 、 電 源 を OFF し 、1 キ ー 測 定 モ ー ド を 再起 
動 さ せる 。 


測定 する キー が 正しく 選択 され て いる か 、 デ ィ ス プレ 
@ 


測定 する キー が レス ト 位 置 に な っ て いる こと を 確認 
する 。 2 回 の 断続 音 
[8] ボ タン を 押す 、 も し く は ダン パー ペダ ル を 踏ん で 
レス ト 値 の 記 | レス ト 値 を 記録 し 、⑤ に 進む 。 
録 ※ 鍵 盤 の レス ト 位置 が ずれ て いた 場合 は 、 鍵 盤 の 
位置 を 修正 し 、 電源 を OFF し 、1 キ ー 測 定 モー ド を 再 
起動 させ る 。 


測定 する キー を 軽く 打鍵 する 。 2 秒 お き に 
[8] ボ タン を 押す 、 も し く は ダン パー ペダ ル を 踏ん で 13 回 の 断続 音 
エン ド 値 を 記録 し 、⑥ に 進む 。 

※ 同 一 キー を 複数 回 打鍵 し て も 支障 は あり ませ ん 。 


[8] ボ タン を 押す 、 も し く は ダン パー ペダ ル を 踏ん で メ 
モリ へ の 書込み を 開始 し 、⑦ に 進む 。 
メモ リ へ の 書 |※ メ モリ へ の 書込み を 中 止 する 場合 は 、[5] ボ タン を 
込み 開始 | 押す 、 も し く は シフ ト 又は ソフ トペ ダル を 踏み 、④ に 
戻る 。 


書込み 中 は 、 デ ィ ス プレ イ に "ーー-" が 表示 され る 。 |2 秒 お き に 


れる 。 

※ 書 込み に 失敗 し た 場合 は 、 測 定 し た キー の デー 
タ は 記録 され ませ ん 。 電源 を OFF し 、1 キ ー 測 定 モー 
ド を 再起 動 さ せ 、 再 度 、 測 定 を 実施 し て くだ さい 。 

* 鍵 盤 番 号 に つい て は 、[ 用 語 補足 説明 ] を 参照 し て 
くだ さい 。 


電源 を OFF し 、 測定 モー ド を 終了 する 。 


{= 


Silent SH2/SC2 Series (UP/GP) 


MEMO 
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3-6. ペダ ルキ ャ リブ レー ショ ン 


ダン パー ペダ ル の ハー フ ポ イン ト を 設定 し ます 。 


[ペダ ルキ ャ リブ レー ショ ン 起 動 方 法 ] ※SC2 も 同じ ボタ ン 配 置 で す 


起動 方 法 起動 手順 


[5] + [7] + [11] を 押さ えな が ら [4] 電 源 ボ タン を 押す 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 


na [2 eee [9] [1] п] [m 


[66 = T ia] Ó 6 | 


ーー ーー 


=  /ooooo し HI | 
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Silent SH2/SC2 Series (UP/GP) 


[手順 ] 
※SC2 は 画面 表示 され ませ ん が 、 操 作 は 同じ で す 。 (1 SH2/TA2) 


[ert — 順 内 容 。 — | 操作 ガイ ド 音 | 画面 表示 | 


ハー フ ポ イン | ダン パー ペダ ル を 踏み 、 ダ ン パ ー ウ ッ ド が 始動 位置 ※ ガ イド 音 が 発音 
ペイ ユー から 1mm 動 いた と ころ で 止め 、[8] ボ タン を 押す 。 し ます が 、 無 視 し 


て 下さ い 。 


ディ スプ レイ に 右 の メッ セー ジ が 表示 され る こと を 確 
メモ リ へ の 書 | 認 す る 。 


[5] ボタ ン (も し く は [7] ボ タン 又は [6] ボ タン ) を 押し 、 
設定 され た ハー フ ポ イン ト の 記録 位置 が 正しい か 、 
確認 する 。 

※ ダ ン パ ー ペ ダル を 踏み 、 以下 の 状態 で 操作 ガイ ド 
音 が 順次 変化 する こと を 確認 する 。 


込み 確認 


※ 操 作 ガ イド 音 が 正しく 変化 し な い 場 合 は 、① に 戻 
り 、 ハ ー フ ポイ ント 位置 を 再 記録 する 。 


Š ダン パー ペダ ル を 踏ま | 無音 
な い 。 
遊び 位置 確認 ダン パー ペダ ル を わ ず | 連続 音 
か に 踏む 。 


ダン パー ペダ ル を ハー | 断続 音 
踏み 込ん だ 位置 確認 | フ ポ イン ト の 位置 より 


設定 され た レス ト 位 置 確認 
ハー フ ポ イン 
ト 記録 位置 


に 深く 踏む 。 続 音 


電源 を OFF し 、 測定 モー ド を 終了 する 。 


少し 深く 踏む 。 НИ 
ペダ ル エ ンド 位置 確認 | ダン パー ペダ ル を さら | 短い サイ クル の 断 
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3-7. プロ グラ ム ア ッ プ デ ー ト 


機能 の 追加 や 動作 の 改善 の 為 、 現 在 内 蔵 さ れ て いる プロ グラ ム を 更新 する こと が あり ます 。 
現在 の バー ジョ ン を 確認 後 、 必 要 に 応じ て 最新 の プロ グラ ム に アッ プ デ ー ト し て くだ さい 。 
最新 の プロ グラ ム は 、 ヤ マハ ホー ムペ ー ジ (YSISS) か ら ダ ウン ロー ド し て くだ さい 。 


※ 更 新 用 プロ グラ ム は 、 必 ず USB デ バイ ス の ルー トディ レク トリ (最上 位 ) に 置い て くだ さい 。 


プロ グラ ム ア ッ プ デ ー ト 方 法 は 、 更新 用 プロ グラ ム を 書 込 ん だ USB メ モリ を スイ ッ チ ボッ クス の USB 端 子 に 挿入 
し 、 イ ンス トー ルモード を 起動 し て 行い ます 。 


パー ジョ ッ デ ー タ ーー SILENTSETUPPRG 


[現在 の バー ジョ ン の 確認 方 法 ] 
ピア ノ の 電源 が 入っ て いる こと を 確認 し ます 。 
<SC2 シリ ー ズ > 


中 音 ペ ダル を 踏ん で 左側 に スラ イド し 、 消音 状態 に し て くだ さい 。 


ヘッ ド フ ォ ン を つけ て 、 高 音 側 の ハン ドレ バー を 引い て 消音 状態 に し て くだ さい 。 


起動 方 法 [8] を 押さ えな が ら 15Key(B) を 押す 
※ 起 動 後 、 バ ー ジ ョ ン が 英語 で 読み 上 げ ら れ ま す 。 
バー ジョ ン 確 認 後 は 、 ハ ンド レバ ー を 引い て 消音 状態 を 解除 し て くだ さい 。 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 


жа [1| [2 3 | (グラ ンド ヒア ァ ノ の み ) 9| [10] n 12 
FM IKE 
4 т 6| [7] [8 i mese ud 

底面 f \ П | ] 
————— QOOOO Lod _ 


| スイ ッ チ / ボタ ン は 底面 か ら 上 方 向 に 押し ます 。 | 


- === + 


<SH2/TA2 シリ ー ズ > 


モー ド ボ タ ン を くり 返し 押し て 、 オレ ンジ 点灯 
[UTILITY] ラ ンプ を オレ ンジ 色 に 点灯 さ 
せま す 。 


2 [Func.] ボ タン を 押し て ファ ンク ショ ン 設 
定 に 入り ます 。 ‚ Z. = » Fi 

— — = 

+ 


[VOICE/VALUE] つま み を 回 し て 設定 し ーー ーー 
た い 項 目 を 選び ます 。 | Ө o » F83 


Ua — VOLUME 


4 [Func.]([8]) ボ タン を 押す と 、 本 機 の ファ ー ム ウェ ア の バー ジョ ン を 表示 し ます 。 Y 
表示 例 : バー ジョ ン 1. 00 の 場合 ig Н 


※ も う 一 度 [8] ボ タン を 押す と 、Func. ナ ン バ ー 表 示 ( 上 記 Step.3) に 戻り ます 。 
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[イン スト ー ル モー ド の 起動 手順 ] 
起動 方 法 


1. ピア ノ の 電源 が 切れ 
て いる こと を 確認 する 。 


2. USB メ モリ セッ ト 電源 を 切り 、 更新 用 ブロ グラ ム が 保存 され た USB メ 
モリ を [TO DEVICE] 端 子 へ 差し 込ん で くだ さい 。 


3. パネ ル ボ タン [8] を 押さ えな が ら [4] 電 源 ボ タン を 押す 

([8] ボ タン と 同時 に 他 の ボタ ン が 押さ れ て いて も イン スト ー ル モー ド に 入り ます ) 

※MIDI 端子 が 接続 され て いる 場合 は 、 イ ンス トー ルモード を 起動 する 前 に 予め 外し て お いて くだ さい 。 
※ プ ログ ラム イン スト ー ル 中 は 、 鍵 盤 、 ペ ダル に は 触れ な いで くだ さい 。 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 


w [1] [2] 3 | (グラ ンド ピア ノ の み ) 9 | [lo 11 12 
@@ = | Fg ee EEL | O O | 
A PHONES 8 — - VO0OE/VALUE — VOLUME | & (Acai) 
—, с === == Jz 


[8 (グラ ンド ビア ノ の み ) 


[4] [5] [6] | 
= 50000 LILO 


| スイ ッ チ / ボタ ン は 底面 か ら 上 方 向 に 押し ます 。 
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[手順 ] 


スイ ッ チ ボッ クス 表示 


TA2, SH2 


内 容 
起動 時 


boot ブ ログ ラム の バー ジョ ン 表 示 


イン スト ー ル デー タ の 確認 、 ロ ー ド 


USB デ バイ ス 内 の イン スト ー ル デー タ 
を 読み 込み 、 イ ンス トー ラ を 実行 する 。 


イン スト ー ル 実行 前 待機 状態 
ディ スプ レイ に イン スト ー ル 開始 確 
認 画面 が 表示 され る 。 


イン スト ー ル の ステ ッ プ 表示 
れ 、 デ ィ ス プレ イ に 進行 状況 を 示す 


数 字 が 表示 され る 。 


イン スト ー ル の 進捗 表示 (96) 
(ステ ッ プ 押 に を 示す 


T 点滅 


REC Metronome Func. 


1 点滅 


R Metronome Func. 


EC ьт 
T UR 


完了 (イン スト ー ル が 完了 する と 、 
"End" が 表示 され る ) 


REC >/m Metronome Func. 


電源 を 切り 、USB を 抜い た 後に 、 再 度 
バー ジョ ン を 確認 する 


Silent SH2/SC2 Series (UP/GP) 


3-8. テス トモ ー ド 


テス トモ ー ド は 、 電気 系 シス テム の 動作 を 検査 する た め の プ ログ ラム で す 。 テ スト モー ド の 中 に は 、 キー セン 
サー、 ペ ダル セン サー、 ハ ンマ ー セ ン サ ー(GP の 場合 ) の それぞれ の 演奏 情報 検出 位置 を 確認 する テス ト 項 目 


が 用 意 さ れ て いま す 。 
ft 目 で 操作 ガイ ド 音 を 確認 する 場合 は 、 ヘ ッ ド フォ ン を 接続 し 、VOLUME ツ マミ で 適切 な 音量 に 調整 し 
て くだ さい 。 


以下 の よう な 場合 は 、 テ スト モー ド の セン サー 検出 位置 情報 を 確認 する こと で 、 不 具合 発生 時 の 原因 の 切り 
分 け に 役立ち ます 。 
・ 消 音 演奏 時 の 電子 音 に 、 音 量 の バラ つき や 発音 不良 、 ペ ダル 効果 の 不具 合 が 確認 され た 場合 


[テス トモ ー ド 起動 方 法 ] ※SC2 も 同じ ボタ ン 配 置 で す ( | SH2/TA2) 


起動 方 法 起動 手順 


[5] + [6] + [11] を 押さ えな が ら [4] 電 源 ボ タン を 押す 


29Key(C#) + 33Key(F) + 36Key(G を 押さ えな が ら [4] 電 源 
鍵盤 ボタ ン を 押す 


起動 用 ボタ ン 以 外 を 押し て いる 場合 は 、Error 表 示 が 出 ます 。 
ボタ ン の 配置 を 確認 後 、 再 度 実施 し て くだ さい 。 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 


ма [1| [2 3 | (グラ ンド ビア ノ の み ) 9 Т 11 12 
Гб [& НЕ ЫП г © O] 
[4] [5] [e] [7] [8] "rmm 
= OOOOO UAN 
| Z DIB 
スイ ッ チ / ボタ ン は 旗 面 か ら 上 方 向 に 押し ます 。 | 
[АКАН] 
テス トモ ー ド は 全 46 項 目 あ り ま す が 、 ピ アノ 技術 者 が 市 場 サ ービス で 必要 と な る 主 な テス ト 項 目 を 
以下 に 列挙 し ます 。 


その 他 の 項目 に 関し て は 、 サ ービス マニ ュ ア ル を 参照 し て くだ さい 。 


バー ジョ ン 表 示 
ソフ トペ ダル セン サー テス ト 
ソス テ ヌ ー ト ペダ ル セ ン サー テス ト 
ダン パー ペダ ル セ ン サー テス ト 
キー セン サー テス ト 
キー セン サーALL テ スト 
ハン マー セン サー テス ト (グラ ンド ピア ノ ) 
ピア ノ 機 種 設定 
設定 を 工場 出荷 時 の 状態 に 戻す 
響 板 特性 補正 PEQ デ ー タ ロー ド ж 
響 板 特性 補正 PEQ デ ー タ セー ブ ж 
テス トモ ー ド 終了 

* PEQ デ ー タ に つい て は 後述 
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Silent SH2/SC2 Series (UP/GP) 


[テス トモ ー ド 操作 手順 ] 
1) テス トモ ー ド を 起動 させ る 。 
2) [7] ボタ ン で 次 の テス ト 項 目 を 、[6] ボタ ン で 前 の テス ト 項 目 を 選択 する 。 
も し く は 、 [VOICE/VALUE] つ まみ を 回 し て テス ト 項 目 を 選択 する 。 
3) [8] ボ タン を 押し 、 選 択 し た テス ト 項 目 を 起動 させ る 。 
4) 選択 し た テス ト 項 目 の 手 順に 沿っ て 、 テ スト を 実施 する 。 
( 例 : テ スト が 無事 終了 し た 場合 の 表示 例 ) 


( 例 : エ ラー 表示 例 ) 


テス トモ ー ド が 無事 実行 され た 場合 は 、 そ の 項目 に DP(. ) が 表示 され る 。 
( 例 : テ スト No.2 が 実施 済み の 場合 ) 


Еше 


5) テス ト 終 了 後 、[8] ボ タン を 押し 、 テ スト 項目 を 終了 させ 、 テ スト 項目 選択 画面 に 戻る 。 
テス トモ ー ド 実施 後 、NG が 表示 され た 場合 は 、[5] ボ タン を 押し て テス トモ ー ド を 
キャ ン セ ル さ せる 。 


6) 電源 を OFF す る 、 もしくは テスト No.^t45“ を 選択 、 実 行 し 、 テ スト モー ド を 終了 する 。 


4- テス ト 項 目 実施 


[5] (キャ ン セ ル ) 


[6]or[7] : [6lor[7] 


コ 
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Silent SH2/SC2 Series (UP/GP) 


テス ト No. テス ト 項 目 


101 バー ジョ ン 表 示 


内 容 : バー ジョ ン が 表示 され ます 。 


プロ グラ ム の アッ プ デ ー ト に つい て は 、“ プ ログ ラム アッ プ デ ー ト ” の 項目 を 参照 し て くだ さい 。 


テス ト 選 択 後 (SH2 の 場合 ) 


※ 各 内 容 の 表示 切替 は 、 ス イッ チ ボ ッ クス の [6]. 


[7] ボタ ン で 切替 が 可能 で す 。 


スイ ッ チ ボッ クス 表示 


SH2 (7segLED) 


SC2 


モデ ル 名 表示 


Main Program バー ジョ ン 


WAVE ROM バー ジョ ン 


鍵盤 プロ グラ ム バ ー ジ ョ ン 


仕向 け 
(E: 日 本 以外 、J: 日 本 ) 


Func. 
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テス ト 選 択 後 (SC2 の 場合 ) 


Silent SH2/SC2 Series (UP/GP) 


1 


※ SC2 シリ ー ズ の バー ジョ ン 確 認 方 法 に つい て は 、7segLED が 搭載 され て いな いた め 


各 鍵盤 を 押し た と き の 発 音 に よっ て 判断 する 必要 が あり ます 。 


AC — 13A 

16C — 25A 
28C — 37A 
40C — 49A 
52C — 61A 
64C — 73A 


Mè USERS AKERE Y a Y &—®$ 55,814. OK ë (52C) が 


Main Program バー ジョ ン 
Main Program バー ジョ ン 
Main Program バー ジョ ン 
WAVE ROM バー ジョ ン 
WAVE ROM バー ジョ ン 
WAVE ROM バー ジョ ン 


整数 部 
小数 点 第 1 位 
小数 点 第 2 位 
整数 部 
小数 点 第 1 位 


一 致し な い 場 合 は 、NG 音 (28C) が 発音 され ます 。 


鍵盤 と バー ジョ ン 数 値 対比 表 


C | C# 


D 


D# 


E 


F 


FH | G 


0 1 


2 


3 


4 


5 


6 T 


( 例 : Main Program バー ジョ ン が 1.01 の 場合 ) 
5C#, 16C, 29C# を 押す と 、52C が 発音 され ます 。 
それ 以外 の 鍵盤 を 押す と 、28C が 発音 され ます 。 


1Key を 押す と 、t01 を 終了 し ます 。 
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T Ah No. テス ト 項 目 
126 ソフ ト (シフ ト ) ペダ ル セ ン サー チェ ッ ク 


内 容 : ソフ ト (シフ ト ) ペダ ル の ON/OFF を 検知 し ます 。 


テス ト 選 択 後 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) 


テス ト 開 始 時 


ON 検知 時 
(73A が 発音 ) 


SC2 
»/" 


(UP の 場合 ) 
ソフ トペ ダル を 踏み 、 ハ ンマ ー レ ー ル が 始動 位置 か ら 2mm — 
3mm 動い た と ころ で セン サー が ON に な る こと を 、 操 作 ガ イド 


音 で 確認 し ます 。 
※ 調 整 が 必要 な 場合 は 、 ソ フト ペダ ル セ ン サー 調整 ネジ を 回 し 、 
調整 し ます 。 


(GP の 場合 ) 
シフ トペ ダル を 踏み 、 ア クシ ョ ン が 始動 位置 か ら 1mm 動い た 
と ころ で セン サー が ON に な る こと を 、 操 作 ガ イド 音 で 確認 し 


ます 。 
※ 調 整 が 必要 な 場合 、、 シ フト ペダ ル セ ン サー 調整 ネジ を 回 し 、 
調整 し ます 。 


и S 
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Upright Piano 


[ソフ トペ ダル セン サー 調整 箇所 ] 


( | | 
ソフ トペ ダル セン サー 調整 ネジ ‚= 


ソフ トペ ダル セン サー 調整 ネジ ペダ ル ま た は ペダ ル 天 各 


[シフ トペ ダル セン サー 調整 箇所 ] 


9» : 
A "- A 
\ の 
om ^ m. wa 
E AS 
ә] — 


シフ トペ ダル セン サー 調整 ネジ 
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=Z F No. テス ト 項 目 
t27 ソス テ ヌ ー ト ペダ ル セ ン サー テス ト (※ SC2 は な し ) 


ABR: ソス テ ヌ ー ト ペダ ル の ON/OFF を 検知 し ます 。 


テス ト 選 択 後 


内 容 スイ ッ チ ボッ クス 表示 


テス ト 開 始 時 


PESI 


ON 検知 時 
та СЕ | а = | 


ソス テ ヌ ー ト ペダ ル を 踏み 、 ペ ダル の スト ロー ク が お よそ 半分 
の と ころ で セン サー が ON に な る こと を 、 操 作 ガ イド 音 で 確認 
し ます 。 

※ 調 整 が 必要 な 場合 は 、 ソ ステ ヌー トペ ダル セン サー 調整 ネジ 
を 回 し 、 調 整 し ます 。 


OFF 検知 時 


EN 


[ソス テ ヌ ー ト ペダ ル セ ン サー 調整 箇所 ] 


Upright Piano Sostenuto Model ソス テ ヌ ー ト ソフ トペ ダル セン サー 調整 ネジ 


Grand Piano ソス テ ヌ ー ト ペダ ル セ ン サー 調整 ネジ 
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テス ト No. 


テス ト 項 目 


t28 


ダン パー ペダ ル セ ン サー テス ト 


АЁ: ダン パー ペダ ル の ON/OFF を 検知 し ます 。 


テス ト 選 択 後 


内 容 スイ ッ チ ボッ クス 表示 
テス ト 開 始 時 

ON 検知 時 
ペダ ル の 踏み 込み 量 に より 以下 の と お り 発 音 が 変わ り ま す 。 
KAAS 
テス ト 開 始 時 (ペダ ル OFF rp) | 無音 
ペダ ル OFF ~ Фё 持続 音 
中 央 値 Max 

OFF 検知 時 


※ 一 度 踏み 込ん だ ら 2 度目 以降 は ブザー 音 は な り ま せん 。 再 度 実行 


[ダン パー ペダ ル セ ン サー 調整 箇所 ] 


Upright Piano 
чё > * 
ダン パー ペダ ル セ ン サー 調整 ネジ | 


実行 し て くだ さい 。 


ダン パー ペダ ル セ ン サー 調整 ネジ 
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テス ト No. АМИН 


t33 キー セン ザー デス ト 


AB: 鍵盤 が K1 ~K4 まで 入る こと を 確認 し ます 。 


テス ト 選 択 後 


スイ ッ チ ボッ クス 表示 


テス ト 開 始 時 


ON 検知 時 


発音 が 順次 変化 する こと を 確認 し ます 。 


ジ の [用 語 補足 説明 ] を 確認 くだ さい 。 


動作 確認 する キー を ゆっ くり と 押し 込み 、 目 安 と し て 以下 の 鍵盤 の 深 さ で 


※ 調 整 が 必要 な 場合 は 、 キ ャ リブ レー ショ ン モ ー ド を 参照 し て くだ さい 。 
※ デ ィ ス プレ イ の 鍵盤 番号 に つい て は 、“ 鍵 盤 キ ャ リブ レー ショ ン "” の ペー 


鍵盤 位置 発音 状態 
LAK 鍵盤 が 押さ れ て いな い 状 態 無音 
K1 鍵盤 の 深 さ : 2.7mm 連続 音 (73A) 
( 例 : 2Key の 場合 ) 
K2 鍵盤 の 深 さ : 4.5mm 断続 音 (73A) 
K3 鍵盤 の 深 さ : 6.3mm 連続 音 (73A) 
K4 鍵盤 の 深 さ : 8.1mm ~ エ ンド | 早い 断続 音 (73A) 
OFF 検知 時 
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テス ト No. АМИН 


134 キー セン サー ALL テス ト 


AE: すべ て の 白 鍵 、 黒 鍵 が KA まで 入る こと を 発音 で 確認 し ます 。 


テス ト 選 択 後 


内 容 


実施 内 容 


スイ ッ チ ボッ クス 表示 


キー セン サー チェ ッ ク 中 


1. 全 黒 鍵 を 打鍵 し て くだ さい 。 


全 黒 鍵 を 打鍵 後 、73A が 発音 する こと を 
確認 し て くだ さい 。 


2. 次 に 全 白 鍵 を 打鍵 し て くだ さい 。 


全 白 鍵 を 打鍵 後 、61A が 発音 する こと を 
確認 し て くだ さい 。 


※ テス ト は 、 黒 鍵 か ら 実 行 し て くだ さい 。 


キー セン サー チェ ッ ク 終 了 
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テス ト No. テス ト 項 目 


135 ハン マー セン サー テス ト (グラ ンド ビ ピアノ) 


内 容 : ハン マー が МІ ~ М まで 到達 する こと を 確認 し ます 。 


テス ト 選 択 後 


スイ ッ チ ボッ クス 表示 


テス ト 開 始 時 


ON 検知 時 

消音 状態 に し ます 。 

動作 を 確認 し た い キ ー の ハン マー シャ ンク を ワイ ヤー な ど で 引 き 上 ば げ 、 以 
下 の 状態 で 操作 ガイ ド 音 が 順次 変化 する こと を 確認 し ます 。 

※ 実 際 の ハン マー の 動き に 合わ せ 、 レ スト 、M1、M2、 シ ャ ンク スト ッ プ 
位置 の 順番 に 確認 し ます 。 

※ 調 整 が 必要 な 場合 は 、“ セ ン サ ー ユ ニッ ト の 調整 ” 参照 。 

※ デ ィ ス プレ イ の 鍵盤 番号 に つい て は 、"“ 鍵 盤 キ ャ リブ レー ショ ン ” の ペー 

ジ の 「[ 用 語 補足 説明 ] を 確認 し て くだ さい 。 


ハン マー 位置 発音 状態 
レス トー M1 間 無音 
M1 ハン マー レス ト 位 置か ら 、M2 | 連続 音 (73A) 
音 タ イミ ング まで の 間 に 発 
音 さ れる か 確認 し ます 。 
( 例 : 2Key) 

M1 ~ M2 間 無音 
M2 シャ ンク スト ッ プ 位置 連続 音 (73A) 

+1.5mm + 1mm Dee 
エン ド 正弦 波 (52C) 


M2 に お ける 発音 時 (OK と 判断 ) 
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7 Ah No. テス ト 項 目 
141 ピアノ 機種 設定 


内 容 : アコ ー ス ティ ッ ク ピ アノ の 機種 を 設定 し ます 。 


テス ト 選 択 後 

(1) 各 内 容 の 表示 切替 は 、 ス イッ チ ボ ッ クス の [6], [7] ボタ ン で 切替 可能 で す 。 

(2) 鍵盤 アク ショ ン サ イズ を 選択 後 、[11] (VOICE/VALUE つま み ) で ROM に 書き 込み ます 。 

(3 КОМ へ の 書き 込み が 完了 する と 、 7segLED に DP (.) が 付与 され て 表示 され ます 。 

※ ここ で 設定 され た デー タ は 、142 (設定 を 工場 出荷 状態 に 戻す ) を 実行 し て る クリ ア さ れ ま せん 。 

X SC2 の 場合 、[11] を 押し て ROM に 書き 込ま れる と 、 ス イッ チ ボ ッ クス の “Func” ラン プ が オレ ンジ 色 に 変わ り ま す 。 
つま り “Func.” ボタ ン が オレ ンジ 色 に な っ て いれ ば 、 そ の ディ スプ レイ 表示 状態 を 下図 で 確認 すれ ば 現在 設定 され 
て いる ピア ノ 機 種 が 分 か り ま す 。 


スイ ッ チ ボッ クス 表示 


鍵盤 アク ンション サイ ズ SH2 (7segLED SC2 


— 


C6X, C7X, S6X, S7X | C6 


СЗХ, C3TD, C5X, S3X, S5X C3 >/ | Func. 


C1X, C1TD, C2X | C1 


GB1 


YU33, YUS3, YUS5 | U3 


YU11, YUS1, b121 | U1 


YF101C, YF101W M 


Boesendorfer GP | BG1 


Boesendorfer UP | BU1 


(B| : 鍵盤 アク ショ ン サ イズ C6 を ROM へ 書き 込み 完了 し た 状態 ) 
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テス ト No. テス ト 項 目 
142 設定 を 工場 出荷 時 の 状態 に 戻す 


内 容 : ピア ノ を 工場 出荷 状態 に し ます 。 


テス ト 選 択 後 


内 容 スイ ッ チ ボッ クス 表示 
テス ト 中 
OK 時 
NG 時 


※ こ こ で テス ト を 実行 し た だ け で は 、 初 期 化 は 実行 され ませ ん 。 実際 に 初期 化 が 実行 され る の は 次 回 電源 起動 時 で す 。 


テス ト No. テス ト 項 目 
Lod 響 板 特性 補正 EQ デー タロ ー ド 


AB: USB メモ リ に 保存 され て いる 響 板 特性 補正 PEQ デー タ を 書き 込み ます 。 
※ こ の 機能 は 、DM シー ト (スイ ッ チ ボッ クス ) を 交換 する 場合 に 、 元 の DM シー ト 内 の デー タ を 新 DM シー ト に 
移行 させ る た め に 使用 し ます 。 
DM シー ト を 交換 し た 際 に は 、 こ の 項目 を 実行 し て くだ さい 。 


テス ト 選 択 後 
テス ト の 詳細 は 、“ ス イッ チ ボ ッ クス 交換 時 の PEQ デー タ 移 行 " を 参照 し て くだ さい 。 


内 容 スイ ッ チ ボッ クス 表示 
USB 挿入 待ち 
ロー ド 中 
正常 終了 時 


※ 想 定 さ れる エラ ー 表 示 は 、 テ スト No. “SAV” を 参照 し て くだ さい 。 
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テス ト No. テス ト 項 目 
SAv 響 板 特性 補正 PEQ デー タ セ ー ブ 


内 容 : 個々 の ピア ノ 毎 に 設定 され た 響 板 特性 補正 PEQ デー タ を USB メモ リ に 保存 し ます 。 
※ こ の 機能 は 、DM シー ト (スイ ッ チ ボッ クス ) を 交換 する 場合 に 、 元 の DM シー ト 内 の デー タ を 新 DM シー ト に 
移行 させ る た め に 使用 し ます 。 
DM シー ト を 交換 し た 際 に は 、 こ の 項目 を 実行 し て くだ さい 。 


テス ト 選 択 後 
テス ト の 詳細 は 、“ ス イッ チ ボ ッ クス 交換 時 の PEQ デー タ 移 行 " を 参照 し て くだ さい 。 


内 容 スイ ッ チ ボッ クス 表示 


USB 挿入 待ち 


| 
M 
+ 


想定 され る エラ ー 表 示 


с ファ イル な し 


・ リ ー ド エラ ー 


・ ラ イト プロ テク ト 


・ デ ィ ス ク フ ル 


・ 示 フォー マッ トディ スク 


… 内 部 エラ ー 


… その 他 エ ラー 
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テス ト No. АМИН 


145 テス トモ ー ド 終了 


AB: テス トモ ー ド を 終了 し 、 再 起動 し ます 。 
※ こ の テス ト を 実行 後 は 、 メ イン 画面 が 表示 され る まで 電源 を 切ら な いで くだ さい 。 


ーー ログ 2ー 
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3-9. テス ト プ ロ グラ ム 一 覧 


前 機種 に 比べ 項目 が 少な く な っ て いる の は 、 各 テス ト に まとめ られ た た めで す 。 
実質 的 に カッ ト さ れ た 項目 は “音源 チェ ッ ク ”" の み で す 。 
ピア ノ 技 術 者 向け 以外 の テス ト 項 目 に つい て は 、 サ ービス マニ ュ ア ル を 参照 し て くだ さい 。 


ピア ノ 技 術 者 が 市 場 サ ービス で 必要 
と な る テス ト 項 目 (※) 


t29 MIDI チェ ッ ク 
USB 接続 チェ ッ ク 


t32 
3 


ch | с ch | с 
ー| つ 


鍵盤 種別 チェ ッ ク 


| B5 | 生 ピア 機種 設定 。 。 。 | 


設定 を 工場 出荷 時 の 状態 に 戻す 


t3 
t3 
t3 
t3 
t3 


[om | 
[ pz 7 ! 

し gs 」 | 

AW4 | キー セン サーAlL チ エック 
| 4 фач уона — — J] 
Es 

し ps 7 

— _ 

mas ; 

し es 」 ET 


+ ft 
ーー 


ct 
B 


2 


| A5 ТЕ EQ デー タロ ー ド 
| АБ | 響 板 特性 補正 EQ デー タ セ ー ブ 
| C7 | テス トモ ー ド Ex 


Lod 
SAv 


C#2 
D2 
B3 

A#4 
Со 
D5 
E5 
F#5 
G5 
B5 
A5 

А#5 
C7 


テス トモ ー ド Exit 
| [SRI ED シー トチ ェ ッ ク 
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Ж 
po 
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po 
po 
pO 
pO 
po 
po 
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Е: 
| 
ПОЕ 
| 
po 
pO 
po 
po 
po 
po 
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po 
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po 
_  _ 
| ë 


4 
5 
6 
7 
8 
9 
0 
5 
6 


t4 
t4 
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4. TA2 シ リー ズ の 調整 


TA2 シ リー ズ に お いて は 、 以 下 の 項 目 を 確認 し 、 必 要 に 応じ た 調整 を 実施 し て くだ さい 。 


* 4-1. TransAcoustic" Technology の 概要 
・4-2. TA モー ド の ピッ チ 設 定 ・ ビ ピッチ カー ブ 設 定 
・4-3. TD 出 力 ト ー ン コン トロ ー ル 

- 4-4. TD ASSY の 交換 手順 

* 4-5. TD シ ャ フト ASSY の 交換 手順 


・4-6. スイ ッ チ ボッ クス 交換 時 の PEQ デ ー タ 移行 
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4-1. TransAcoustic "Technology の 概要 


ll TransAcoustic' ™ Technology の 特徴 

・ ヤ マハ が 開発 し た TransAcoustic " Technology と は 、 故 板 を 振動 させ て 音 を 鳴ら す 技術 で す 。 

・ ス ピー カー の 役割 を 響 板 が 担い ます の で 、 ス ピー カー は 付属 され て いま せん 。 

・ 響 板 を 振動 させ る 装置 (TD ASSY) と 響 板 は TD シ ャ フト ASSY と 呼ば れる 連結 棒 で つなが れ て いま す 。 
TD ASSY が TD シ ャ フト ASSY を 動か し 、 そ の 振動 が 響 板 に 伝わり ます 。 
(TD と は 、 Transducer の 略 ) 

・ 響 板 は 、 温 度 や 湿度 な ど 外 部 環境 に よっ て 、 膨 張 収 縮 し 位置 が 変化 し ます 。 
TD シ ャ フト ASSY は 、 こ の 響 板 の 変化 に 追従 し て 動き 、 位 置 変 化 を 吸収 し ます 。 


TD ASSY 


TD シ ャ フト ASSY 


a TD シャ フト 
ASSY 
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Ш TD ASSY の メン テ ナ ン ス 
・TD ASSY の 磁力 は 強い た め 、 機 械 式 時 計 や 磁気 記憶 装置 を 近づけ な いで くだ さい 。 
・ 定 期 的 な 調整 及び メン テ ナ ン ス の 必要 は あり ませ ん 。 
Гы 19 ASSY の 故障 な ど で 部 品 交 換 が 必要 な 場合 は 、“TD ASSY の 交換 手順 " に 従い 作業 を 実施 し て 


.。TransAcoustic ビ ピア ノ は ピア ノ の 個体 差 に 合わ せ た 調 整 が 工場 生産 時 に 実施 され て お り 、 そ の 調整 デー 
タ (PEQ デ ー タ ) が スイ ッ チ ボッ クス に 記録 され て いま す 。 スイ ッ チ ボッ クス 交換 時 に は 、“ ス イッ チ ボ ッ クス 
交換 時 の PEQ デ ー タ 移行 "を 参照 し 、 デ ー タ を 移行 し て くだ さい 。 


[PEQ デ ー タ に つい て ] 
TransAcoustic'" Technology は 、 響 板 を 振動 させ て 発音 する 仕組 み と な っ て いま す 。 
その た め 、 ア コー ステ ィ ッ ク ピ ア ノ の 個体 差 に よっ て 音響 特性 (周波 数 特性 ) に も 個体 差 が 生じ ます 。 
この ピア ノ の 個体 差 を 補正 する た め の デ ー タ が PEQ デ ー タ で す 。 


この デー タ は 、 ス イッ チ ボ ッ クス に 保存 し て あり ます 。 
PEQ デ ー タ を 失っ て し まっ た 場合 や 他 の ピア ノ の PEQ デ ー タ を 誤っ て 読み 込ま せ た 場 合 、 音 量 に バラ つき 
が 出る な ど 、 正 常 な 演奏 が 出来 な く な り ま す 。 


[測定 デー タ 、 機 種 設定 の 記録 場所 ] 
測定 され た 各 デ ー タ は 、 以下 の 場所 に 保存 され ます 。 
ダン パー ベ ダ ル ハ ー フ ポイ ント 設定 スイ ッ チ ボッ クス 


ハン マー セン サー(GP の み ) | ハン マー セン サー 基板 


ビア ノ 機 種 設定 _ Е スイ ッ チ ボッ クス DM 基 板 
(ピア ノ の 機種 に 最適 化し た タッ チカ ー ブ 設 定 ) 
= A FARA 


※ 各 ユニ ッ ト を 交換 し た 場合 は 、 キ ャ リブ レー ショ ン モ ー ド に よる 測定 や デー タ の 移行 が 必要 で す 。 
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4-2. TA モー ド の ピッ チ 設 定 ・ ピ ッ チ カー ブ 設 定 


1) TA モー ド の ピッ チ 設 定 


1 モー ド ボ タ ン を くり 返し 押し て 、 オレ ンジ 点灯 
[UTILITY] ラン プ を オレ ンジ 色 に 点灯 さ 
せま す 。 


2 ボタ ン 3 [Func.] を 押し て ファ ンク ショ ン 
設定 に 入り ます 。 


3 [VOICE/VALUE] つま み を 回 し て 設定 し — 
た い 項 目 を 選び ます 。 GO | » F 32 
4 Fn。」 ホ タン を 押し て ファ ンク ショ ン 設定 に 入り ます 。 


鍵盤 の 音 の 高 さ を 0.2Hz 単位 で 微 調 整 し ます 。 ほ か の 楽器 や 携帯 音楽 プレ ー ヤ ー の 再生 な ど に 合 
せ て 演奏 する と き に 便利 で す 。 


414.8—466.8 (Hz) 
440.0 (Hz) 


NOTE 
設定 値 は 100 の 位 は 省略 され て 表示 され ます (440.2Hz の 場合 は 、「40.2] と 表示 され ます )。 


※ も う 一 度 [8] ボ タン を 押す と 、Func. ナ ン バ ー 表 示 ( 上 記 Step.3) に 戻り ます 


2) TA モー ド の ピッ チカ ー ブ 設 定 


前 モデ ル の TA で 設定 し て いた “TA モー ド の ピッ チカ ー ブ 設 定 "” で す が 、TA2 で は 、 ビ アノ の 機種 設定 で 自 
動 的 に 切り 替わる 仕様 と 変更 に な っ た め 、 フ ァ ン クシ ョ ン の 機能 か ら は 削除 され まし た 。 
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4-3. TD 出 力 ト ー ン コン トロ ー ル 


TransAcoustic " に お いて は 、 ユ ー ザ ー の 好み に 応じ て 、TD 出 力 値 を 調整 する 事 が で きま す 。 
この 調整 は 、 電 子音 の 低 域 、 中 域 、 高 域 、 そ れ ぞ れ 3 つ の 帯域 の 出力 を 増減 させ ます 。 


1 モー ド ボ タ ン を くり 返し 押し て 、 
[UTILITY] ラ ンプ を オレ ンジ 色 に 点灯 さ 
せま す 。 


2 ポタ ン 3 [Func.] を 押し て ファ ンク ショ ン ——== 
Poes | ¿ — EE F! 
n —— ss 

Ф 


З [VOICE/VALUE] つま み を 回 し て 設定 し | © - 


た い 頂 目 を 選び ます 。 | »F!3 Fit F 15] 


4 TFunc] ボ タン を 押し て ファ ンク ショ ン 設定 に 入り ます 。 


トラ ンス アコ ー ス ティ ッ ク モ ー ド 、 レ イヤ ー モ ー ド で の 演奏 時 に 、 響 板 か ら 出 る 音 の 低 域 (F1.3)、 
中 域 (F1.4)、 高 域 (F1.5) の 音色 を それ ぞ れ 調整 し ます 。 


—12~0 —12 
| 


※TD 出 カト ー ン コン トロ ー ル の 設定 を する と 、 本 体 の 電源 を 落と し て も 初期 設定 に は 戻り ませ ん 。 
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4-4. TD ASSY の 交換 手順 


TD ASSY の 故障 な ど に より 、 修 理 で TD ASSY を 交換 する 場合 は 、 下 記 手 順に 従っ て 交換 し て くだ さい 。 
TD ASSY を 取り 付け る 際 、 正確 な 位置 で TD ASSY を 固定 する 必要 が あり ます 。 
作業 に 不備 が あっ た 場合 、 雑 音 が 出る な ど 、 正 常に TA モー ド が 動作 し な く な る 可能 性 が あり ます 。 


[必要 工具 ] 
六角 レン チ (対辺 3mm) 
ドラ イ バ ー①) No.2 


Upright Piano 


[構造 ] 


TD ASSY 


TD シ ャ フト ASSY 


[作業 手順 ] 
1) TD ASSY の 取り 外し 
1-1. TD ASSY に 接続 され て いる コネ クタ を 外す 。 


矢印 の 部 分 を 押し な が ら 外 す 
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1-3. TD シ ャ フト 固定 ロッ ク を 六角 レン チ を 使っ て 緩め る 。 


六角 レン チ の 差し 込み 角度 
(高音 側 ) (低音 側 ) 


X TD ASSY の 磁力 は 強力 な た め 、 緩 め た ネジ が TD ASSY に くっ つか な いよ う 注 意 し て くだ さい 。 
※ 取り 外し た TD ASSY を 床 に 置く と き は 、 ボ ビン を 床 面 に 付け な いよ うに し て くだ さい 。 


2) TD ASSY の 取り 付け 
2-1. 新しく 用 意 し た TD ASSY に TD シ ャ フト を 通し 、 ブ ラケット に は め て くだ さい 。 


ブラ ケッ ト の 突 
! 起 部 分 に TD 
ASSY を ひっ か け 
て 固定 する 


Ж TD シャ フト が TD ASSY に うま く 入 ら な い 場 合 は 、 下 図 の ナッ ト を まわ し て シャ フト が 入る 位置 を 
探っ て くだ さい 。 


ネジ 穴 の 中 心 が ボ ビン の 中 心 に ある と 、 シ ャ フト が 
スム ー ズ に 入り ます 。 
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X 低音 側 に つい て は 、TD シ ャ フト 固定 ロッ ク の ナッ ト を 六角 レン チ で 押し 上 げ る と 、 シ ャ フト が ス 
ムー ズ に 入り ます 。 


2-2. ブラ ケッ ト に 取り 付け た TD ASSY を ネジ 6 個 で 固定 する 。 
Ж TD ASSY の 磁力 が 強力 な た め 、 指 で 支え な が ら ネ ジ 止 め を 行っ て くだ さい 。 


TD シャ フト を TD ASSY に 固定 する 前 に 、TD ASSY の ボビン を 軽く 押し た り 引 いた り し て シャ フト に 
引っ 掛か り 感 が な く ス ムー ズ に 動く こと を 確認 し て くだ さい 。 


その 後 、 ボ ビン を 軽く 引っ 張っ て か ら 手 を 離し 、 ボ ビン が 自然 に 止ま っ た 位置 で 六角 レン チ を 使 
用 し 、TD シ ャ フト を TD ASSY に 固定 し ます 。 


2-4. TD シ ャ フト 固定 ロッ ク を 六角 レン チ を 使っ て 締め て 、 固定 する 。 
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Ж TD ASSY を 取り 付け る 際 の 注意 点 


シャ フト 固定 ロッ ク を 締め 付け る 際 、 ボ ビン が 傾い た り 、 前後 位置 が 動い て し まわ な いよ うに 注意 
し て くだ さい 。 


2-5. TD ASSY に コネ クタ を 接続 する 。 


2-6. TD ASSY の 東 線 を イン シュ ロッ クタ イ で 固定 する 。 


X 下 前 板 や 響 板 、 フ レー ム と 干渉 し な いよ うに 注意 し て くだ さい 。 


3) TD ASSY 動 作 確認 
消音 ペダ ル を ON に し 、TA モ ー ド で の 発音 状態 を 確認 する 。 
※ 最 大 音量 に し 、 和 音 や スケ ー ル を 弾き な が ら 、 雑 音 等 が 出 な いこ と を 確認 し て くだ さい 。 
雑音 が 発生 する 場合 は 、 作業 手順 1) に 戻り 、TD ASSY を 取り 付け 直し て くだ さい 。 
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Grand Piano 


[構造 ] 


TD ASSY : 
TD シ ャ フト 


* 写 真 は 、TD カ バー を 外し た 状態 


[作業 手順 ] 
1) TD ASSY の 取り 外し 
1-1. TD カ バー を 固定 し て いる ネジ (2 本 ) を 緩め 、TD カ バー を 外す 。 


1-2. TD ASSYO RARE R ШЕ УЬУ, 


^ 
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1-3. TD ASSY に 接続 され て いる コネ クタ を 外す 。 
矢印 の 部 分 を 押し な が ら 外 す 。 


六角 レン チ の 差 
し 込み 角度 


x 写真 の 丸 で 囲っ た 4 本 の ネジ は 、 取り 外さ な く て も 緩め る だ け で TD ASSY を 取り 外す こと が で きま 
す 。 

X TD ASSY の 磁力 は 強力 な た め 、 緩め た ネジ が TD ASSY に くっ つか な いよ う 注 意 し て くだ さい 。 

X 取り 外し た TD ASSY を 床 に 置く と き は 、 ボ ビン を 床 面 に 付け な いよ うに し て くだ さい 。 
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2) TD ASSY の 取り 付け 
2-1. 新しく 用 意 し た TD ASSY に TD シ ャ フト を 通し 、 ブ ラケット に 取り 付け る 。 


„м 7S 
АЧИ 
S M +7 


X TD カ バー の 落下 防止 部 分 に TD ASSY を ひっ か け て 固定 し て くだ さい 。(①) 


※ 六角 レン チ を セッ ト す る 部 分 を 押し こみ な が ら 取 り 付け る と 、TD シ ャ フト ASSY の 軸 が 引っ 掛か ら 
ず 取 り 付 ける こと が で きま す 。(②) 


Ж TD シャ フト が TD ASSY に うま く 入ら な い 場 合 は 、 下 図 の ナッ ト を まわ し て シャ フト が 入る 位置 を 
探っ て くだ さい 。 


ネジ 穴 の 中 心 が ボ ビン の 中 心 に ある と 、 シ ャ フト が 
スム ー ズ に 入り ます 。 


X TD ASSY の 磁力 は 強力 な た め 、 緩め た ネジ が TD ASSY に くっ つか な いよ う 注 意 し て くだ さい 。 
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2-3. ボビン の 位置 を 調整 する 。 


TD シ ャ フト を TD ASSY に 固定 する 前 に 、TD ASSY の ボビン を 軽く 押し た り 引 いた り し て 
シャ フト に 引っ 掛か り 感 が な く ス ムー ズ に 動く こと を 確認 し て くだ さい 。 


その 後 、 ボ ビン を 軽く 引っ 張っ て か ら 手 を 離し 、 ボ ビン が 自然 に 止ま っ た 位置 で 六角 レン チ を 使 
用 し 、TD シ ャ フト を TD ASSY に 固定 し ます 。 


2-4. TD シ ャ フト 固定 ロッ ク を 六角 レン チ を 使っ て 締め て 、 固 定 する 。 


XTD ASSY を 取り 付け る 際 の 注意 点 
シャ フト 固定 ロッ ク を 締め 付け る 際 、 ボ ビン が 傾い た り 、 前後 位置 が 動い て こし まわ な いよ うに 
注意 し て くだ さい 。 


2-5. TD ASSY に コネ クタ を 接続 する 。 


2-6. TD ASSY の 東 線 を 東 線 止 めで まとめ る 。 


Р 
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2-7. TD カ バー を 固定 ネジ (2 本 ) で 取り 付け る 。 


3) TD ASSY 動 作 確認 
消音 ペダ ル を ON に し 、TA モ ー ド で の 発音 状態 を 確認 する 。 
※ 最 大 音量 に し 、 和 音 や スケ ー ル を 弾き な が ら 、 雑 音 等 が 出 な いこ と を 確認 し て くだ さい 。 
※ 雑 音 が 発生 する 場合 は 、 作 業 手順 1) に 戻り 、TD ASSY を 取り 付け 直し て くだ さい 。 
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4-5. TD シ ャ フト ASSY の 交換 手順 
修理 で TD シ ャ フト ASSY を 交換 する 場合 は 、 下 記 手 順に 従っ て 交換 し て くだ さい 。 
[作業 手順 ] 
1) TD ASSY の 取り 外し 
"TD ASSY の 交換 手順 "を 参照 し て くだ さい 。 


2) TD シ ャ フト ASSY の 交換 


2-1. TD シ ャ フト ASSY を 固定 し て いる ネジ (3 本 ) を ドラ イ バ ー で 外し 、TD シ ャ フト Assy を 取り 外す 。 


Upright Piano 


アン カー TD シ ャ フト ASSY 
※ ア ンカ ー は 響 板 に 接着 され て いる た め 交 換 修 理 は で きま せん 。 
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アン カー 
※ ア ンカ ー は 震 板 に 接着 され て いる た め 
交換 修理 は で きま せん 。 


TD シャ フト ASSY 


2-2. 新しい TD シ ャ フト ASSY を 取り 付け 、 ネ ジ (3 本 ) で 固定 する 。 


3) TD ASSY の 取り 付け 
"TD ASSY の 交換 手順 "を 参照 し て くだ さい 。 


4) TD ASSY 動 作 確認 
消音 ペダ ル を ON に し 、TA モ ー ド で の 発音 状態 を 確認 し て くだ さい 。 
※ 最 大 音量 に し 、 和 音 や スケ ー ル を 弾き な が ら 、 雑音 等 が 出 な いこ と を 確認 し て くだ さい 。 
雑音 が 発生 する 場合 は 、 作 業 手順 1) に 戻り 、TD ASSY を 取り 付け 直し て くだ さい 。 
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4-6. スイ ッ チ ボッ クス 交換 時 の PEQ デ ー タ 移行 


TA2 シ リー ズ に お いて 、 修 理 な ど で ス イッ チ ボ ッ クス を 交換 する 場合 は 、 ス イッ チ ボ ッ クス に 格納 され て いる 
PEQ デ ー タ を 交換 後 の ス イッ チ ボ ッ クス へ 必ず 移行 し て くだ さい 。 ス イッ チ ボ ッ クス 交換 前 に 、 テ スト モー ド を 
使っ て PEQ デ ー タ を USB メ モリ へ 保存 し 、 交 換 後 の ス イッ チ ボ ッ クス へ 移し て くだ さい 。 

PEQ デ ー タ に つい て は 、“TransAcoustic ™ Technology の 概要 “を 参照 し て くだ さい 。 


交換 前 スイ ッ チ ボッ クス 内 の 交換 後 ス イッ チ ボ ッ クス へ 
PEQ デ ー タ を USB メ モリ へ 保存 USB メ モリ 内 PEQ デ ー タ の 読み 込み 


PEQ 


[テス トモ ー ド 起動 方 法 ] 


鍵盤 29Key(C#) + 33Key(F) + 36Key(G#) を 押さ えな が ら 
| [4] を 押す 


起動 用 ボタ ン 以 外 を 押し て いる 場合 は 、Error 表 示 が 出 ま す 。 
ボタ ン の 配置 を 確認 後 、 再 度 実施 し て くだ さい 。 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 
1 2 9 5 = si 


= ат | 
i 


EE | fy] П 
— OQOOOO ы Ll __. 


スイ ッ チ / ボタ ン は 底面 か ら 上 方 向 に 押し ます 。 | 


= 


(グラ ンド ビア ノ の み ) 


[テス ト 項 目 ] 
PEQ デ ー タ 移行 に 必要 な テス ト 項 目 


スイ ッ チ ボッ クス 内 の PEQ デ ー タ を USB メ モリ へ 保存 


スイ ッ チ ボッ クス へ USB メ モリ 内 PEQ デ ー タ の 読み 込み 
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[スイ ッ チ ボッ クス 内 の PEQ デ ー タ を USB メ モリ へ 保存 ] 


[em 
[o raFe-FES [72E FERAS 


USB メ モリ 挿入 PEQ デ ー タ を 保存 する USB メ モリ を スイ ッ チ ボッ クス 
② に 挿入 する 。 


メモ リ へ 保存 タン で 実行 する 。 


※ こ の 時 、“SAv“ が 点 減 する 場合 は 、USB メ モリ 内 
に PEQ デ ー タ が 保存 され て いな いこ と を 示し て いま 


o 


※USB メ モリ が スイ ッ チ ボッ クス に 挿入 され て いな い 
Aa. 、"InS“ が 表示 され ます 。 この 表示 が され た 場 
合 は 、USB メ モリ を スイ ッ チ ボッ クス に 挿入 し て くだ さ 

い 。 


ms 
Ф кет — [7 


ー ド ü ў Z no 
MILI PEQ デ ー タ を 保存 し た USB メ モリ を スイ ッ チ ボッ クス 
に 挿入 する 。 


"NU 


※ こ の 時 、“Lod“ が 点 減 する 場合 は 、 ス イッ チ ボ ッ ク 
ス 内 に PEQ デ ー タ が 保存 され て いな いこ と を 示し て 
いま す 。 


※USB メ モリ が スイ ッ チ ボッ クス に 挿入 され て いな い 
Aa. 、"InS" が 表示 され ます 。 この 表示 が され た 場 
合 は 、USB メ モリ を スイ ッ チ ボッ クス に 挿入 し て くだ さ 

い 。 


る と 、“PAS “が 表示 され る 。 


[8] ボ タン を 押し 、 テ スト 項目 を 終了 する 。 


※ ス イッ チ ボ ッ クス 内 の PEQ デ ー タ 有無 の 確認 方 法 
[スイ ッ チ ボッ クス へ USB メ モリ 内 PEQ デ ー タ の 読み 込み ] の 手順 ③ を 実施 する 。 
画面 表示 に “Lod” が 点滅 する 場合 は 、 ス イッ チ ボ ッ クス 内 に PEQ デ ー タ が 保存 され て いま せん 。 
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5. アン プ ユ ニッ ト LED の エラ ーー 表示 


アン プ ユ ニッ ト が TA シス テム 上 に 異常 を 検知 し た 場合 、 ア ンプ ユニ ッ ト に ある 通常 緑色 で 点灯 し て い 
る LED ラ ンプ が 、 黄色 また は 赤色 で 点滅 し ます 。 

黄色 は 、TD ユ ニッ ト の 温度 上 昇 な どの "警告 "を 示し て いま す 。 

赤色 は 、TD ユ ニッ ト や ドラ イブ 回 路 な どの "故障 "を 示し て いま す 。 

この エラ ー 表 示 が あっ た 場合 は 、 エ ラー コー ド 表 を 参照 し 、 エ ラー 内 容 を 確認 し て くだ さい 。 


Upright Piano 
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* LED エラ ー コ ー ド で "故障" ステー タス が 点灯 し て いる 場合 は 、 製 品 の 修理 が 必要 で す 。 


LED 点灯 IET, 自動 
A nran an| aman 


[i 


LED (Ж) 
AMP ユニ ッ 


50 で 以下 し ます 
ト が 故障" エラ ー コ ー ド を 検知 し た 場合 、 即 座 に プロ テク ショ ン モ ー ド (オー ディ オ 出 力 の 停止 、 及 び MUTE 回 路 : ON) が 動作 し ます 


起動 時 
ED OE jE TEAR VEN 基板 が UP に 設定 され て いま す 
= сын 通電 され て お り 、 異 常 状態 検出 な し 
E LED (£ s ут EM МЕ” GP に 設定 され て いま す - | = | 
通電 時 一 
qe el ean les " | = jam され て お り 、 異 常 状態 検出 な し 
AMP ユニ ッ ト が “警告 _ エラー コー ド を 検知 し た 場合 、 即 座 に プロ テク ショ ン モ ー ド (オー ディ オ 出 力 の 停止 、 及 び MUTE : ON) が 動作 し ます 
LED (2) я INAR Lch トラ ンス デュ ー サ の ボビン 推定 温度 が 高温 Lch/Rch ボビン の シミ ュ レ ーション 
LED (&) — Воп トラ ンス デュ ー サ の ボビン 推定 温度 が 高温 | | BER Абел акт 
LED (£) Lch トラ ンス デュ ー サ の コイ ル 推 定 温度 が 高温 Lch/Rch コイ ル の シミ ュ レ ーション 
| 2 回 点 : 100'CE jette: = 
E осе | 79" non ovas. FOEREN ER о 7T aganwanmcaszcenmut+ 
LED (2) Lch トラ ンス デュ ー サ の ボビン 実測 温度 が 高温 Lch/Rch の サー ミス タ 温 度 が 異常 
トレ ーーーーー ーー+ а] # у = > = 
LED Go [^ SO ELATI $OXCPXARAECERH | — 高温 に ある こと を 示し ます 
LED (2) i 4 回 点 減 | アン ブユ ニッ ト 内 実測 温度 が 高温 70C 以 上 чалкак аскет 


LED (£) 
LED (A) 


LED (X) 
LED (4) 
LED (£) 


RR 
交互 点灯 基板 設定 不良 


Lch トラ ンス デュ ー サ 若しくは サー ミス タ の 故障 
Rch トラ ンス デュ ー サ 若しくは サー ミス タ の 故障 
Lch トラ ンス デュ ー サ 若しくは サー ミス タ の 故障 


温度 不一致 


UP/GP 設定 端子 (P1_0) が 不定 


Lch/Rch の 磁性 流体 が 減少 、 サ ー 
ミス タ OhmicMode 故障 、 トラ ンス 
デュ ー サ OhmicMode 故障 


Lch/Rch サー ミス タ の 剥が れ 落 ち 、 


LED (2) 
LED (A) 


アン プ ユ ニッ ト 内 サー ミス タ の 故障 (Open Mode) 


F 2 回 点 olds 

LED ap |? ?B89* [док トラ ンス デュ ー サ 著しく は サー ミス タ の 牙 障 トラ ンス デュ ー サ の 断線 

LED (2) Lch サー ミス タ の 故障 (Short Mode) Lch/Rch サー ミス タ が ショ ー ト し て 
| 3 回 点 к; サー ミ 

LED ( 右 ) iin Rch サー ミス タ の 故障 (Short Mode) X j いる 故障 を 示し ます 

LED (を ) | 4 may Ch サー ミス タ の 其 障 (Open Mode) ys Lch/Rch サー ミス タ が 未 接続 また 

LED ( 右 ) Rch サー ミス タ の 故障 (Open Mode) > 

LED (2) Lch トラ ンス デュ ー サ の ボビン 実測 温度 が 高温 限界 Lch/Rch の サー ミス タ が 異常 高温 
| 赤 5 回 』 121C 以 上 シー 

LED (Ж) トラ ンス デュ ー サ の ボビン 実測 過 度 が 高温 限 界 " の た め ハ ー ド ウエ ア で 回 路 切断 

LED (=) ; EER Em Е ユニ ッ ト 内 サー ミス タ が 未 接続 また 

LED (2) 6 回 点 減 | アンプ ユ ニッ ト 内 サー ミス タ の 故障 (Short Mode) | ショ ー ト は 、 オ ー プ ン 


ユニ ッ ト 内 サー ミス タ が ショ ー ト 
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6. スイ ッ チ ボッ クス の メッ セー ジリ スト 


TA2, SH2 の 場合 (取扱 説明 書 よ り 抜粋 ) 


本 機 と スマ ー ト デバ イス を Bluetooth 接 続 する た め 、 ベ アリ ング モー ド ( 待 機 状態 )/ に な っ て い 
ます 。 こ の メッ セー ジ が 表示 され て いる と き は 、 本 機 の 操作 が で きま せん 。 


本 機 を コン ピュ ー タ ー と 接続 し て ミュ ー ジ ッ ク ソ フト ダウ ン ロ ー ダ ー を 、 ま た は 、 本 機 を 
iPhone/iPad な どの スマ ー ト デバ イス と 接続 し て こ ス マー トピ アニ スト な どの アプ リ を 使用 し 
て いま す 。 こ の メッ セー ジ が 表示 され て いる と き は 、 本 機 の 操作 が で きま せん 。 


文字 種 の 設定 (64 ペ ー ジ ) が 、 選 択 し よう と し て いる ソン グ の ファ イル 名 に 合っ て いま せん 。 
言語 を 切り 替え て くだ さい 。 


USB フ ラッ シュ メモ リー が 見 つか り ま せん 。 また は 、USB フ ラッ シュ メモ リー に 異常 が 発生 
し まし た 。USB フ ラッ シュ メモ リー を 接続 し 直し て か ら 、 操 作 を 実行 し こく だ さい 。 ほ か に 
問題 が な い の に 、 こ の メッ セー ジ が くり 返し 表示 され る 場合 は 、USB フ ラッ シュ メモ リー が 
壊れ て いる 可能 性 が あり ます 。 


本 機 で コビー、 ま た は 削除 で き な い ソン グ が 選ば れ て いま す 。 コ ンピュータ ー 上 で コピ ー、 削 
除 し て くだ さい 。 


コピ ー 先 の USB フ ラッ シュ メモ リー の 容量 や ファ イル 数 が いっ ぱい で す 。USB フ ラッ シュ メ 
モリ ー 内 の 不要 な ファ イル を 削除 し て くだ さい 。 


USB フ ラッ シュ メモ リー に プロ テク ト が か か っ て いま す 。 


USB フ ラッ シュ メモ リー の 空き 容量 が 不定 し て いま す 。 ま た は ファ イル や フォ ル ダ ー の 数 が 
制限 を 超え まし た 。 


オー ディ オ ソ ング の 再生 / 録 音 に 失敗 し まし た 。 録音 や 削除 を くり 返し 行なっ た USB フ ラッ 
シュ メモ リー を お 使い の 場合 は 、 必 要 な デー タ が 入っ て いな い の を 確認 し て か ら フ ォ ー マ ッ ト 
し (4 1 ペー ジ )、 本 機 に 接続 し て こく だ さい 。 


本 機 に 異常 が 発生 し まし た 。 巻末 の ヤマ ル ハル 修理 ご 相談 セン ター に 点検 を ご 依頼 くだ さい 。 


本 機 に 異常 が 発生 し まし た 。 巻 末 の ヤマ ル ハ 修 理 ご 相談 セン ター に 点検 を ご 依頼 くだ さい 。 


処理 が 終わ り ま し た 。 


EnP 本 機 の 内 大 メモ リー また は USB フ ラッ シュ メモ リー の 空き 容量 が 少な く な り ま し た 。 録音 を 
п 始め る 前 に 不要 な ファ イル を 削除 (2B6 ペ ー ジ ) し て 、 空 容量 を 確保 する こと を お すす めし ま 


Е y L 本 機 の 内 蔵 メ モリ ー ま た は USB フ ラッ シュ メモ リー の 空き 容量 が 不足 し て る た め 、 デ ー タ の 
処理 が で きま せん で し た 。 録音 中 に この メッ セー ジ が 表示 され た と き は 、 演 奏 デー タ が 正しく 
保存 され な い 場 合 が め り ま す 。 


操作 を 実行 し ます か ? 
n M 


p ra プロ テク ト が か か っ た ソン グ の た め 、 デ ー タ の 削除 や 上 書き は で きま せん 。 


Wak フォ ー マ ッ ト さ れ て いな い USB フ ラッ シュ メモ リー が 接続 され て いま す 。 必 要 な デー タ が 
п 入っ て いな い の を 確認 し て か ら フ ォ ー マ ッ ト し て くだ さい (4 1 ペー ジ )。 


USB フ ラッ シュ メモ リー に 週 電流 が 流れ た た め 、USB フ ラッ シュ メモ リー と の 通信 を 停止 し 
まし た 。USB フ ラッ シュ メモ リー を USB [TO DEVICE] 端 子 か ら 抜き 、 本 機 の 電源 を 入れ 直 
し て くだ さい 。 


USB フ ラッ シュ メモ リー に アク セス で きま せん 。USB フ ラッ シュ メモ リー を いっ た ん 外し 、 


uu í 接続 し 直し て くだ さい 。 それ で も この メッ セー ジ が 表示 され る 場合 は 、 別 の USB フ ラッ シュ 
メモ リー を お 使い くだ さい 。 

uu e 接続 され た USB フ ラッ シュ メモ リー は 、 こ の 楽器 で は 使え ませ ん 。 ま た は 接続 で きる USB フ 
ラッ シュ メモ リー の 数 が 制限 を 超え まし た 。「USB フ ラッ シュ メモ リー の 取り 扱い に つい て 」 


を ご 覧 くだ さい (44 ペ ー ジ )。 


本 機 と スマ ー ト デバ イス を WPS 接 続 す る た め 、 待 機 状態 に な っ て いま す 。 こ の メッ セー ジ の 
表示 中 は 、 本 機 の 操作 が で きま せん 。 


WPS 接 続 (GO ペ ー ジ ) 待 機 中 に 異常 が 発生 し まし た 。UD-WLO 1 (別売 ) を 挿し 直し て 、 再 度 接 
続 し こく だ さい 。 


* 処理 中 (デー タ の 保存 中 や 送信 中 な ど ) は 、「-」 + [-] + [—] + I … と 表示 され ます 。 
* メッ セー ジ を 消す に は 、 い ずれ か の ボタ ン を 押し て くだ さい 。 
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7. 設定 を 工場 出荷 時 の 状態 に 戻す 


テス トモ ー ド か ら で も 実行 で きま す が 、 取 扱 説明 書 の 方 法 も 以下 記載 し ます 。 


B 本 機 の 初期 化 ( バッ クア ッ プ デー タ の 消去 ) 

右端 の 鍵盤 (C7) を 押し た まま []( ス タン バイ / オ ン ) スイ ッ チ を 押し て 電源 を 入れ ます 。 

[CL] が ディ スプ レイ に 表示 され 、 文 字 種 の 設定 と Bluetooth の ペア リン グ 情 報 を 除く すべ て の 
バッ クア ッ プ デー タ が 工場 出荷 時 の 値 に 戻り ます 。 ユー ザー ソン グ や 外部 ソン グ は 初期 化 さ れ ま せ 


ん 。 

(А 

|| 

\ + ||; » ri 

ーー = 
/ * 
жжот (C7) 

注記 
「CLr」 が 表示 され て いる 間 は 電源 を 切ら な いで くだ さい 。 ユー ザー ソン グ や 外部 ソン グ 、 や 内 蔵 メ モリ ー が 壊れ る お それ が 
あり ます 。 
NOTE 


本 機 が 、 何 ら か の 原因 で 操作 不能 に な っ た り 、 誤 動作 し た 場合 は 、 い っ た ん 電源 を 切り 、 初 期 化 を 行なっ て くだ さい 。 


Ш バッ クア ッ プ デー タ 
下記 の デー タ は 、 本 機 の 内 蔵 メ モリ ー に 自動 的 に 保存 ( バッ クア ッ プ ) され ます 。 これ ら の バッ ク 
アッ プ デ ー タ と 、 内 蔵 メ モリ ー に 保存 され た ユー ザー ソン グ や 外部 ソン グ は 、 電源 を 切っ て も 記憶 
され て いま す 。 各 デー タ に つい て は 取扱 説明 書 を ご 参照 くだ さい 。 

ブリ リア ンス 

タッ チ 感 度 

固定 ベロ シテ ィ ー 

マス ター チュ ー ニ ング 

メト ロ ノ ー ム 音量 

MIDI ソン グ 再 生 と 鍵盤 演奏 の 音量 バラ ンス 

ハー フ ペ ダル の 位置 

オー ディ オ ソ ング の 再生 音量 

バイ ノー ラル 機能 の オン / オフ 

VRM の オン / オフ 

MIDI 送信 チャ ン ネ ル 

AUX IN ノイ ズ ゲ ー ト の オン / オフ 

オー ト パ ワ ー オ ノ フ 機能 の オン / オフ 

オー ディ オ 入 力 の ルー プ バ ッ ク 

Bluetooth 機能 の オン / オフ 

Bluetooth の ペア リン グ 情 報 

文字 種 の 設定 
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8. Q&A 


TA レイ ヤー モー ド は 「 ピ アノ 生音 」+「TA 電 子音 」 を 
TA レイ ヤー モー ド と デュ アル 音色 の 違い は 何 | 組み 合わ せ て 演奏 で きる 方 法 で 、 デ ュ ア ル 音 色 は 
CTD? 「TA 電 子 ピ アノ 音 」 十 「TA 電 子 他 楽 器 音 」 を 組み 合 
わせ た 音色 で す 。 


Р Sp es Е emu に 使用 に な られ て いる ピア ノ の 品番 と 製造 番号 を 必 
スイ ッ チ ボッ クス が 故障 し 、PEQ デ ー タ が 取り 込 | 二 ニ 語 エ ie cic fg 


スイ ッ チ ボッ クス を ピア ノ 本 体 か ら 取り 外し 、 ス | 可能 で す 。 た だ し 、 ア ッ プ ライ トピ アノ の 場合 は 、 サ 
イッ チ ボ ッ クス 単体 で 起動 させ る こと は 可能 で | イレ ント SH シリ ー ズ GP 用 AC ア ダ プ ター「PJP- 
すか ? PS04」 を 準備 する 必要 が あり ます 。 


サイ レン ト SH シ リー ズ の スイ ッ チ ボッ クス を TA ISH2 と TA2 の SWBOX は 共通 で す が 、 Bluetooth の 有 
シリ ー ズ の スイ ッ チ ボッ クス へ 交換 で きま す り 無し の 確認 、 新 SWBOX へ の 測定 デー タ の 移行 が 
か ? 必要 で す 。 


UP SHTA シ リー ズ の TD シ ャ フト ASSY を GP に 使 | 仕 様 が 異な り 互換 性 が な いた め 、 使 用 する こと は で 
用 する こと は 可能 で すか っ? きま せん 。 


UP SHTA シ リー ズ の TD ASSY を GP に 使用 する | テー 
こと は 可能 で すか ? aeos 


ベ ペダ ル セ ン サー が 正しく 接続 され て いま せん 。 コ ント 
消音 状態 時 、 ペ ダル が 効き ませ ん ロー ル ユ ニッ ト 底 面 の [SENSOR] 端 子 に ケー ブル を 
確実 に 差し 込ん で くだ さい 。 
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9. モテ ル 一 覧 


Factory | UP/GP 


旧 
Silent 


日 本 仕様 
JP 
日 本 (YM]) 


Desti 


TA 


Silent 


新 


YUS1 


YUS1 


YUS1 


YUS3 


YUS3 


YUS3 


YUS3 


YUS5 


YUS5 


YUS5 


YUS5 


YF101C 


YF101W 


YC1SH 


Y. UP B113 PWH 
Y. UP B113 DMC 
Y. UP B121 PE 
YI UP M2 SDW 
Y GP GB1K PE 
Y. GP GB1K PAW 
ү GP GB1K PM 
Y. GP GB1K PWH 
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10. その他 


1. サー ビス パー ツ ( サ イレ ント 系 部 品 ) に つい て は 、 サ ービス マニ ュ ア ル を 参照 くだ さい 。 
2. ヤマ ハ 無 料 ア プリ 「Smart Pianist | 

1Key ご と に ピッ チ 、 音 量 を 調整 で きる 機能 で す 。 必要 に 応じ 活用 くだ さい 。 

ヤマ ハ HP を ご 参照 くだ さい 。 (2018 年 5 月 現在 (OS の み に 対 応 中 、Andoroid 未 対応 ) 
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> 


く <1Key ご と の ピッ チ を 変更 する 場合 > 
1. アプ リ を 起動 する 


2. ピア ノ に 、USB 無 線 LAN ア ダ プ ター(UD-WL01) (別売 ) を 接続 する 
L- ——YY 


21:07 tu. шш. 


aterm-64717e-a à = (i) 
® = ー 
(選択 後 、 ピ アノ と つなが っ た 状態 ) 
Pad 2107 зиз шш. 
ют Wi-Fi 
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4. アプ リ 画 面 を 開く と 、 ピ アノ と 接続 され る 
(接続 中 の 画面 ) 


ш, С) 


楽器 と 接続 し て いま す 


5. 画面 右上 の 「 ピ アノ ルー ム 設 定 画面 」 の ボタ ン を タッ プ す る 


6. メニ ュー 最 下部 の 「 各 鍵 調 整 」 ボ タン を タッ プ し 、 項目 が 「 チ ュー ニン グ 」 と な っ て いる こと を 確認 する 


(一 項目 が 「 チ ュー ニン グ 」 と な っ て いる こと を 確認 する ) 


. 調整 し た い Key 番 号 を 選択 し 、 右側 の 調整 ボタ ン を 上 下さ せる 。 
( 例 :C#3 の ピッ チ を 高く し た 場合 ) 


N 


vli ale aa 
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(ピッ チ 設 定 を リセ ッ ト し た い 場 合 は 、「 リ セッ ト 」 ボ タン を 押し 
確認 の ポッ プア ッ プ に 対し て 、 OK ボタ ン を タッ プ す る ) 


(リセ ッ ト ボ タン を タッ プ し た 場合 ) (リセ ッ ト さ れ た 状態 ) 


ШШШ 
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く <1Key ご と の 音量 を 変更 する 場合 > 
1.5. ま で は 上 述 と 同じ で す 。 
6. メニ ュー 最 下 部 の 「 各 鍵 調 整 」 ボ タン を タッ プ し 、 項目 が 「 音 量 」 と な っ て いる こと を 確認 する 


(一 項目 が 「 音 量 」 と な っ て いる こと を 確認 する ) 


7. 調整 し た い Key 番 号 を 選択 し 、 右 側 の 調整 ボタン を 上 下さ せる 。 
( 例 :C#3 の 音量 を 大 きく し て 、D3 の 音量 を 小さ くし た 場合 ) 


ШШШ 


(音量 設定 を リセ ッ ト し た い 場 合 は 、「 リ セッ ト 」 ボ タン を 押し 

確認 の ポッ プア ッ プ に 対し て 、 OK ボタ ン を タッ プ す る ) 

= 注意 : 

音量 設定 を リセ ッ ト し て も 、 ピ ッ チ 設定 は リセ ッ ト 
され ませ ん 。 

両方 と も リセ ッ ト し た い 場合 は 、 両 方 の Reset ボ 
タン を 押し て くだ さい 。 


(リセ ッ ト ボ タン を タッ プ し た 場合 ) (リセ ッ ト さ れ た 状態 ) 


ШШШ 
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ll DISASSEMBLY PROCEDURE (分 解 手順 ) (Silent SH2/SC2 Series (UP)) 


* Silent SH2 Series 
A. SWITCH BOX UNIT A. SW-BOX ユニ ッ ト 
1. Removing the Switch Box Unit 1. SW-BOX ユニ ッ ト の 取り 外し (所 要 時 間 : 約 1 分 ) 
(Time required: About 1 minute) 11 SW-BOX ユ ニッ ト の 背面 か ら DC PLUG-DFIB 
1-1 Remove the DC PLUG-DF1B connector assembly and 東 線 、DF1B-DF1B 東 線 を 抜き ます 。 (XI A-1) 
DF1B-DF1B connector assembly from the backside of 1-2 [MA の ネジ 3 本 を 緩め て 、SW-BOX ユニ ッ ト を 
the switch Бох unit. (Fig. А-1) 前 方 へ スラ イド し て ピア ノ 本 体 か ら 外 し 、 布 を 敷 
1-2 Loosen the three (3) screws marked [41А], slide the いた 上 に 上 面 を 下 に し て 静か に 置き ます 。 
switch box unit forward and then remove it from the ( 図 A-1、 А-2) 
piano body, and carefully place it upside down on a soft 1-3 [Al の ネジ 2 本 を 外し て 、SW-BOX ユニ ッ ト か ら 
cloth. (Fig. A-1, Fig. А-2) ヘッ ド フ ォ ン ハン ガー を 外し ます 。 ( 図 A-2) 
1-3 Remove the two (2) screws marked [A]. The headphone š SW-BOX ユニ ッ ト に 東 線 を 差し 込む 際 は 、SW-BOX ユ 
hanger can then be removed from the switch box unit. ニッ ト に 記さ れ た コネ クタ に 、 し っ か り と 奥 ま で 差し 込 
(Fig. А-2) ん で くだ さい 。 
$ Before connecting a connector assembly to the 
switch box unit, see the switch box unit to check if 
the connector assembly is inserted to the correct 
connector, and then insert all the way seated. 
<Bottom view (Ш> рад) (Рв ов) 
l. == 
| b 
гт 
| | 
NEM 


SWITCH BOX UNIT ~c% 
(SW-BOX ユニ ッ ト ) | 


óó. 


л э [К 


[41A] | DC PLUG-DF1B 


CONNECTOR ASSEMBLY 
(DC PLUG-DF1B 東 線 ) 


Fig.A-1 ( 図 A-1) 


HEADPHONE HANGER 


(ヘッ ド フ ォ ン ハン ガー) 


SWITCH BOX UNIT 
SW-BOX ユ ニッ ト ) 


Fig.A-2 ( 図 A-2) 
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Disassembling the Switch Box Unit 2. SW-BOX ユニ ッ ト の 分 解 
Top Cover (Time required: About 2 minutes) 2-1 トッ プ カ バ ー (所 要 時 間 : 約 2 分 ) 
Remove the eight (8) screws marked [41B] and three (3) 2-1-1 [41B| の ネジ 8 本 と [51A| の ネジ 3 本 を 外し ます 。 
screws marked [51A]. (Fig. А-3) ( 図 A-3) 
Remove the top cover as shown in Fig. А-3. 2-1-2 トッ プ カ バ ー を 図 A-3 の よう に 外し ます 。 
[51А] 
[41В] 


TOP COVER 


(トッ プ カ バ ー) ——° 


[41B] 


* How to remove the Top Cover 
(トッ プ カ バ ー の 外し 方 ) 


TOP COVER ae 


(トッ プ カ バ ー) 


Fig.A-3 ( 図 A-3) 
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2-2 Panel Case (Time required: About 3 minutes) 2-2 パネ ルケ ー ス (所 要 時 間 : 約 3 分 ) 

2-2-1 Remove the top cover. (See procedure A-2-1.) 2-2-1 トッ プ カ バ ー を 外し ます 。 (А-2-1 項 参 照 ) 

2-2-2 Remove the two (2) volume knob. (Fig. A-4) 2-2-2 VOL ノブ 2 個 を 外し ます 。 (R| А-4) 

2-2-3 Remove the two (2) screws marked [61]. (Fig. А-4) 2-2-3 [601] の ネジ 2 本 を 外し ます 。( 図 A-4) 

2-2-4 Remove the four (4) screws marked [51B]. Remove the 2-2-4 [B1B] の ネジ 4 本 を 外し て 、 図 A-4 の よう に パネ 
panel case as shown in Fig. A-4. ルケ ー ス を 外し ます 。 


[61] 


BT CASE 


Volume Knob 
(VOLZ 2) 


PANEL CASE 
(パネ ルケ ー ス ) 


* How to remove the Panel Case 
(パネ ルケ ー ス の 外し 方 ) 


(D Lift the BT case from the front side. 
BT CASE (BT ケー ス を フロ ント 側 か ら 持ち 上 げ ま す 。) 
(BT ケー ス ) Be careful not to damage the cabling. 
( 東 線 を 傷つけ な いよ うに 注意 し て くだ さい 。 ) 


(2 Remove the panel case in the directions 
of the arrows. 


(パネ ルケ ー ス を 矢印 の 方 向 へ 外し ます 。) 


PANEL CASE 
(パネ ルケ ー ス ) 


Fig.A-4 ( 図 A-4) 
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2-3 DM Circuit Board (Time required: About 5 minutes) 23 ЮМ シート (所 要 時 間 : 約 5 分 ) 

2-3-1 Remove the top cover. (See procedure A-2-1.) 2-3-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 項 参照 ) 

2-3-2 Remove the panel case. (See procedure A-2-2.) 2-3-2 パネ ルケ ー ス を 外し ます 。 (A-2-2 項 参照 ) 

2-3-3 Remove the two (2) each hexagonal nuts and washers 2-3-3 [B] の 六角 ナッ ト と ワッ シャ ー 2 個 ず つ を 外し ま 
marked [B]. (Fig. А-5) >. (Bd A-5) 

2-3-4 Remove the seven (7) screws marked [201A]. Remove 2-3-4 [201A] の ネジ 7 本 を 外し て 、DM シー ト を 図 А-5 
the DM circuit board as shown in Fig. А-5. の よう に 外し ます 。 


«Top view (上 面 )> 


[201A] 


* How to remove the DM circuit board 


(DM シ ー ト の 外し 方 ) (Т) Lift the DM circuit board from the rear side. 


(D (DM シ ー ト を リア 側 か ら 持ち 上 げ ま す 。 ) 


0) Remove the DM circuit board іп the directions 
of the arrows. 
(DM シ ー ト を 矢印 の 方 向 へ 外し ます 。 ) 


= 


Fig.A-5 ( 図 A-5) Б 
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2-4 


2-4-1 
2-4-2 


2-5 


2-5-1 
2-5-2 


MIDI Circuit Board 

(Time required: About 3 minutes) 

Remove the top cover. (See procedure A-2-1.) 

Remove the two (2) screws marked [241] and the screw 
marked [242]. The MIDI circuit board can then be 
removed. (Fig. A-6) 


AUXO Circuit Board 

(Time required: About 3 minutes) 

Remove the top cover. (See procedure A-2-1.) 

Remove the the screw marked [231] and the two (2) 
hexagonal nuts marked [232]. The AUXO circuit board 
can then be removed. (Fig. A-6) 


[241] рда 


24 MIDI シ ー ト (所 要 時 間 : 約 3 分 ) 
2-4-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 項 参照 ) 


2-4-2 [24] の ネジ 2 本 と [242] の ネジ 1 本 を 外し て 、 


MIDI シー ト を 外し ます 。 ( 図 A-6) 


2-5 AUXO シ ー ト (所 要 時 間 : 約 3 分 ) 
2-5-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 HAH) 


2-5-2 [231] の ネジ 1 本 と [232] の 六角 ナッ ト 2 個 を 外し 


て 、AUXO シー ト を 外し ます 。 ( 図 A-6) 


BT CASE 


Fig.A-6 ( 図 A-6) 


2-6 

2-6-1 
2-6-2 
2-6-3 


SW Circuit Board (Time required: About 4 minutes) 
Remove the top cover. (See procedure A-2-1.) 

Remove the panel case. (See procedure A-2-2.) 
Remove the two (2) screws marked [111A]. The SW 
circuit board and SW support bracket can then be 
removed. (Fig. A-7) 


[111A] 


E CONS 
RUN, 
N 


SW SUPPORT BRACKET N 
(SW サポ ー ト 人 金具) 


Silent SH2/SC2 Series (UP/GP) 


2-6 SW シー ト (所 要 時 間 : 約 4 分 ) 

2-6-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 項 参照 ) 

2-6-2 パネ ルケ ー ス を 外し ます 。 (A-2-2 項 参 照 ) 

2-6-3 ППА の ネジ 2 本 を 外し て 、SW シー ト と SW サ 
ポー ト 金 具 を 外し ます 。 ( А-7) 


Fig. A-7 ( 図 A-7) 


PNLH Circuit Board 

(Time required: About 5 minutes) 

Remove the top cover. (See procedure A-2-1.) 
Remove the panel case. (See procedure A-2-2.) 
Remove the three (3) screws marked [81A]. The push 
button array can then be removed. (Fig. A-8) 
Remove the three (3) screws marked [211A]. The 
PNLH circuit board can then be removed. (Fig. А-9) 


[81A] 


PUSH BUTTON ARRAY - 
(押し ボタ ン ) 


Fig.A-8 ( 図 A-8) 


27  PNLH シ ー ト (所 要 時 間 : 約 5 分 ) 

2-7-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 HAH) 

2-7-2 パネ ルケ ー ス を 外し ます 。 (A-2-2 項 参照 ) 

2-7-3 [BIA] の ネジ 3 本 を 外し て 、 押 し ボタ ン を 外し ます 。 
(Ж А-8) 

2-7-4 [211A] の ネジ 3 本 を 外し て 、PNLH シー ト を 外し 
ます 。 (А-9) 


«Rear view (背面 ) > 


PANEL CASE 
[211A] (パネ ルケ ー ス ) 


| co 


oo) 


Fig.A-9 ( 図 A-9) 


Silent SH2/SC2 Series (UP/GP) 


2-8 
2-8-1 


Models equipped with a Bluetooth 


BT Circuit Board (Time required: About 1 minute) 
Remove the two (2) screws marked [61]. The BT case 
and BT circuit board can then be removed. (Fig. A-6) 
Remove the two (2) screws marked [251]. The BT 
circuit board can then be removed from the BT case. 
(Fig. A-10) 


[251] 


Bluetooth 搭載 モデ ル 
28 BT シー ト (所 要 時 間 : 約 1 分 ) 
2-8-1 [61] の ネジ 2 本 を 外し て 、BT ケー ス と BT シー 
ト を 外し ます 。 ( 図 A-6) 
2-8-2 [251] の ネジ 2 本 を 外し て 、BT ケー ス か ら BT シー 
ト を 外し ます 。 ( 図 A-10) 


BT CASE 
(BT ケー ス ) 


Fig.A-10 ( 図 A-10) 


Silent SH2/SC2 Series (UP/GP) 


* Silent SC2 Series 

B. SWITCH BOX UNIT B. SW-BOX ユニ ッ ト 

1. Removing the Switch Box Unit 1. SW-BOX ユニ ッ ト の 取り 外し (所 要 時 間 : 約 1 分 ) 
(Time required: About 1 minute) 1-1 SW-BOX ユ ニッ ト の 背面 か ら DC PLUG-DF1B 

1-1 Remove the DC PLUG-DF1B connector assembly and 東 線 、DF1B-DF1B 東 線 を 抜き ます 。 (RI B-1) 
DF1B-DF1B connector assembly from the backside of 1-2 [41C] の ネジ 3 本 を 緩め て 、SW-BOX ユニ ッ ト を 
the switch box unit. (Fig. B-1) 前 方 へ スラ イド し て ピア ノ 本 体 か ら 外 し 、 布 を 敷 

1-2 Loosen the three (3) screws marked [41C], slide the いた 上 に 上 面 を 下 に し て 静か に 置き ます 。 
switch box unit forward and then remove it from the ( 図 B-1、 B-2) 
piano body, and carefully place it upside down on a soft 13 [CI の ネジ 2 本 を 外し て 、SW-BOX ユ ニッ ト か ら 
cloth. (Fig. B-1, Fig. B-2) ヘッ ド フ ォ ン ハン ガー を 外し ます 。 (R| B-2) 

1-3 Remove the two (2) screws marked [C]. The headphone š SW-BOX ユニ ッ ト に 東 線 を 差し 込む 際 は 、SW-BOX ユ 
hanger can then be removed from the switch box unit. ニッ ト に 記さ れ た コネ クタ に 、 し っ か り と 奥 ま で 差し 込 
(Fig. B-2) ん で くだ さい 。 


* Before connecting a connector assembly to the 
switch box unit, see the switch box unit to check if 
the connector assembly is inserted to the correct 
connector, and then insert all the way seated. 


DF1B-DF1B CONNECTOR ASSEMBLY 
[41C] (DF1B-DF1B 東 線 ) 


<Bottom view (底面 ) > 7 Ay да л, ^ = 
| | 
| | 4 
SWITCH BOX UNIT — r8 " 
(SW-BOX ユニ ッ ト ) 7 
8 > 
| "1 
ee е} 
| дО) [70] 
| 2 
J 
jaie] 
[41C] 


DC PLUG-DF1B 
CONNECTOR ASSEMBLY 
(DC PLUG-DF1B 東 線 ) 


Fig.B-1 ( 図 B-1) 
HEADPHONE HANGER 


(ヘッ ド フ ォ ン ハン ガー) SWITCH BOX UNIT 


Fig. В-2 ( 図 B-2) 9 


Silent SH2/SC2 Series (UP/GP) 


2. Disassembling the Switch Box Unit 2. SW-BOX ユニ ッ ト の 分 解 
2-1 Top Cover (Time required: About 2 minutes) 2-1 トッ プ カ バ ー (所 要 時 間 : 約 2 分 ) 
2-1-1 Remove the eight (8) screws marked [41D] and three (3) 2-1-1 [41D] の ネジ 8 本 と [51C] の ネジ 3 本 を 外し ます 。 
screws marked [51C]. (Fig. B-3) ( 図 B-3) 
2-1-2 Remove the top cover as shown in Fig. B-3. 2-1-2 トッ プ カ バ ー を 図 B-3 の よう に 外し ます 。 
[51C] 


(トッ プ カ バ ー 


* How to remove the Тор Cover 
(トッ プ カ バ ー の 外し 方 ) 


TOP m 


(トッ プ カ バ ー) 


Fig. B-3 ( 図 B-3) 
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2-2 

2-2-1 
2-2-2 
2-2-3 


2-3 

2-3-1 
2-3-2 
2-3-3 


2-3-4 


Silent SH2/SC2 Series (UP/GP) 


Panel Case (Time required: About 3 minutes) 2-2 パネ ルケ ー ス (所 要 時 間 : 約 3 分 ) 
Remove the top cover. (See procedure B-2-1.) 2-2-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 HAH) 
Remove the two (2) volume knob. (Fig. B-4) 2-2-2 VOL ノブ 2 個 を 外し ます 。 (RI B-4) 
Remove the four (4) screws marked [51D]. The panel 2-2-3 [51D] の ネジ 4 本 を 外し て 、 パ ネル ケー ス を 外し 
case can then be removed. (Fig. B-4) ます 。 (IX B-4) 

[51D] 


Volume Knob 
(VOL ノ ブ ) 


PANEL CASE 
(パネ ルケ ー ス ) 


Fig. B-4 ( 図 B-4) 


DM Circuit Board (Time required: About 4 minutes) 23 DM シー ト (所 要 時 間 : 約 4 分 ) 

Remove the top cover. (See procedure B-2-1.) 2-3-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 HAH) 

Remove the panel case. (See procedure B-2-2.) 2-3-2 パネ ルケ ー ス を 外し ます 。 (B-2-2 項 参 照 ) 

Remove the two (2) each hexagonal nuts and washers 2-3-3 [D] の 六角 ナッ ト と ワッ シャ ー 2 個 ず つ を 外し ま 
marked [D]. (Fig. B-5) >. (ËI B-5) 

Remove the seven (7) screws marked [201B]. Remove 2-3-4 [201B] の ネジ 7 本 を 外し て 、DM シー ト を 図 B-5 
the DM circuit board as shown in Fig. B-5. の よう に 外し ます 。 


Silent SH2/SC2 Series (UP/GP) 


«Top view (上 面 )> 


[201B] 


[201B] 


* How to remove the DM circuit board 


(DM シ ー ト の 外し 方 ) CD Lift the DM circuit board from the rear side. 
(DM シ ー ト を リア 側 か ら 持 ち 上 げ ま す 。 ) 


(2) Remove the DM circuit board in the directions 
@ of the arrows. 
(DM シ ー ト を 矢印 の 方 向 へ 外し ます 。) 


Fig. B-5 ( 図 B-5) 
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2-4 SW Circuit Board (Time required: About 3 minutes) 

2-4-1 Remove the top cover. (See procedure B-2-1.) 

2-4-2 Remove the panel case. (See procedure B-2-2.) 

2-4-3 Remove the two (2) screws marked [111B]. The SW 
circuit board and SW support bracket can then be 
removed. (Fig. B-6) 


[111B] 


SW SUPPORT BRACKET 
(SW サポ ー ト 金具 ) 


Silent SH2/SC2 Series (UP/GP) 


24 SW シー ト (所 要 時 間 : 約 3 分 ) 

2-4-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 項 参照 ) 

2-4-2 パネ ルケ ー ス を 外し ます 。 (B-2-2 項 参照 ) 

2-4-3 [111B| の ネジ 2 本 を 外し て 、SW シー ト と SW サ 
ポー ト 金 具 を 外し ます 。 (XI B-6) 


Fig. B-6 ( 図 B-6) 


2-5  PNLM Circuit Board 
(Time required: About 4 minutes) 

2-5-1 Remove the top cover. (See procedure B-2-1.) 

2-5-2 Remove the panel case. (See procedure B-2-2.) 

2-5-3 Remove the three (3) screws marked [81B]. The push 
button array can then be removed. (Fig. B-7) 

2-5-4 Remove the three (3) screws marked [211B]. The 
PNLM circuit board can then be removed. (Fig. B-8) 


PANEL CASE 
(パネ ルケ ー ス ) 


PUSH BUTTON ARRAY 
(押し ボタ ン ) 


Fig. B-7 ( 図 B-7) 


25 РММ シー ト (所 要 時 間 : 約 4 分 ) 

2-5-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 項 参 照 ) 

2-5-2 パネ ルケ ー ス を 外し ます 。 (B-2-2 項 参照 ) 

2-5-3 [81B] の ネジ 3 本 を 外し て 、 押 し ボタ ン を 外し ます 。 
(Ed B-7) 

2-5-4 [211B] の ネジ 3 本 を 外し て 、PNLM シー ト を 外し 
ます 。 (XI B-8) 


«Rear view (背面 ) > 


PANEL CASE 
[211B] (パネ ルケ ー ス ) 


Fig. B-8 ( 図 B-8) 


13 


Silent SH2/SC2 Series (UP/GP) 


14 


e Silent SH2/SC2 Series 


С. 


-— 


* 


EXTERIOR AND KEYBOARD 


Refer to the Silent SH Series (UP) service manual 
(PP | 008631 |) (Page 12-13). 


ELECTRICAL COMPONENTS 
Key Sensor Unit (Time required: About 26 minutes) 


Refer to the Silent SH Series (UP) service manual 
(PP | 008631 |) (Page 14). 


EKS3 Circuit Board 
(Time required: About 27 minutes) 


Refer to the Silent SH Series (UP) service manual 
(PP | 008631 |) (Page 14). 


Pedal Unit L 
(Time required: About 1 minute) 


Refer to the Silent SH Series (UP) service manual 
(PP | 008631 |) (Page 15). 


Pedal Unit SH (Time required: About 1 minute) 


Refer to the Silent SH Series (UP) service manual 
(PP | 008631 |) (Page 15). 


Pedal Unit SOC 

(Models equipped with a sostenute pedal) 
(Time required: About 1 minute) 

Refer to the Silent SH Series (UP) service manual 
(PP | 008631 |) (Page 16). 


外装 と 鍵盤 


Silent SH Series (UP) (PP 


008631 


) の サー ビス マニ ュ 


アル (Р. 12 ~ 13) を 参照 し て くだ さい 。 


電気 部 品 
キー セン サー ユニ ッ ト 
Silent SH Series (UP) (PP 


(所 要 時 間 : 約 26 分 ) 


008631 


アル (P. 14) を 参照 し て くだ さい 。 


EKS3 シー ト (所 要 時 間 : #9 27 分 ) 


Silent SH Series (UP) (PP 


008631 


アル (P. 14) を 参照 し て くだ さい 。 


) の サー ビス マニ ュ 


) の サー ビス マニ ュ 


ペダ ル ユ ニッ ト [ (所 要 時 間 : 約 1 分 ) 


Silent SH Series (UP) (PP 


008631 


アル (P. 15) を 参照 し て くだ さい 。 


) の サー ビス マニ ュ 


ペダ ル ユ ニッ ト SH (所 要 時 間 : $914) 


Silent SH Series (UP) (PP 


008631 


アル (P. 15) を 参照 し て くだ さい 。 


ペダ ル ユ ニッ ト SOC 


) の サー ビス マニ ュ 


(ソス テ ヌ ー ト ペダ ル 搭 載 モ デル の み ) 


(所 要 時 間 : 約 1 分 ) 
Silent SH Series (UP) (PP 


008631 


アル (P. 16) を 参照 し て くだ さい 。 


) の サー ビス マニ ュ 


Silent SH2/SC2 Series (UP/GP) 


6. DC IN Unit (Time required: About 1 minute) 6. DC IN ユニ ッ ト (所 要 時 間 : 約 1 分 ) 
6-1 Remove the two (2) screws marked [81C]. The DC IN 6-1 [81C] の ネジ 2 本 を 外し て 、 DC IN ユニ ッ ト を 外 
unit can then be removed. (Fig. D-1) し ます 。 (Ed D-1) 
* DC IN UNIT 
(DC IN ユニ ッ ト ) 


<Rear view (背面 ) > 


«Rear view (背面 ) > 


ター 


DC IN UNIT _ NEL 
(DC IN ユニ ッ ト ) 


<Bottom view (底面 ) > 


m || KX E 


7. DC-IN Circuit Board 7. DC-IN シー ト (所 要 時 間 : 約 1 分 ) 
(Time required: About 1 minute) 7-1 DCIN ユ ニッ ト を 外し ます 。 (D-6 項 参照 ) 
7-1 | Remove the DC IN unit. (See procedure D-6.) 7-2 [501| の ネジ 2 本 を 外し て 、DC-IN シー ト と 共に 
7-2 Remove the two (2) screws marked [50]. The DC IN DCIN ホル ダ を 外し ます 。 (F| D-2) 
holder can then be removed together with the DC-IN 7-3 ОСІ シー ト か ら DCIN ホル ダ を 外し ます 。 
circuit board. (Fig. D-2) ( 図 D-2) 


7-3 The DC IN holder can then be removed from the DC- 
IN circuit board. (Fig. D-2) 


oW. — DC IN HOLDER 
DC IN BRACKET VA (DCIN ホ ル ダ ) 
(DCIN ブ ラケット ) < М) 

9 


Fig. 0-2 (10-2) 
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Silent SH2/SC2 Series (UP/GP) 


ll DISASSEMBLY PROCEDURE (分 解 手順 ) (Silent SH2/SC2 Series (GP)) 
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* Silent SH2 Series 
A. SWITCH BOX UNIT A. SW-BOX ユニ ッ ト 
1. Removing the Switch Box Unit 1. SW-BOX ユニ ッ ト の 取り 外し (所 要 時 間 9 1 分 ) 
(Time required: About 1 minute) 1-1 SW-BOX ユ ニッ ト の 背面 か ら AC ア ダ プ ター、 
1-1 Remove the AC adaptor, DF1B-DF1B connector DFIB-DF1B 東 線 、DF1B-PH 東 線 を 抜き ます 。 
assembly and DF1B-PH connector assembly from the ( 図 A-1) 
backside of the switch box unit. (Fig. А-1) 1-2 [31] の ネジ 3 本 を 緩め て 、SW-BOX ユニ ッ ト を 前 
1-2  Loosen the three (3) screws marked [31], slide the 方 へ スラ イド し て ビア ノ 本 体 か ら 外 し 、 布 を 敷い 
switch box unit forward and then remove it from the た 上 に 上 面 を 下 に し て 静か に 置き ます 。 
piano body, and carefully place it upside down on a soft (pd А-1, A-2) 
cloth. (Fig. A-1, Fig. А-2) 13 [Al の ネジ 2 本 を 外し て 、SW-BOX ユニ ッ ト か ら 
1-3 Remove the two (2) screws marked [A]. The headphone ヘッ ド フ ォ ン ハン ガー を 外し ます 。( 図 A-2) 
X SW-BOX ユニ ッ ト に 東 線 を 差し 込む 際 は 、SW-BOX ユ 


hanger can then be removed from the switch box unit. 
(Fig. A-2) 

Before connecting a connector assembly to the 
switch box unit, see the switch box unit to check if 
the connector assembly is inserted to the correct 
connector, and then insert all the way seated. 


«Bottom view (底面 ) > 
(DF1B-DF1B 東 線 ) 


[31] DF1B-PH 


(SW-BOX ユニ ッ ト ) (DF1B-PH 東 線 ) 


[31] 
SWITCH BOX UNIT CONNECTOR ASSEMBLY 


DF1B-DF1B CONNECTOR ASSEMBLY 


AC ADAPTOR 
(AC ア ダ プ ター) 


Fig.A-1 ( 図 A-1) 


HEADPHONE HANGER 


(ヘッ ド フ ォ ン ハン ガー) 


ニッ ト に 記さ れ た コネ クタ に 、 し っ か り と 奥 ま で 差し 込 
ん で くだ さい 。 


SWITCH BOX UNIT 
SW-BOX ユ ニッ ト ) 


Fig.A-2 ( 図 A-2) 


Silent SH2/SC2 Series (UP/GP) 


Disassembling the Switch Box Unit 2. SW-BOX ユニ ッ ト の 分 解 
Top Cover (Time required: About 2 minutes) 2-1 トッ プ カ バ ー (所 要 時 間 : 約 2 分 ) 
Remove the eight (8) screws marked [41А] and three (3) 2-1-1 [41A] の ネジ 8 本 と [51А] の ネジ 3 本 を 外し ます 。 
screws marked [51A]. (Fig. А-3) ( 図 A-3) 
Remove the top cover as shown in Fig. А-3. 2-1-2 トッ プ カ バ ー を 図 A-3 の よう に 外し ます 。 
[51А] 
[41А] 


TOP COVER 


(トッ プ カ バ ー) > どう 


[41Al 


* How to remove the Top Cover 
(トッ プ カ バ ー の 外し 方 ) 


TOP COVER di 


(トッ プ カ バ ー) 


Fig.A-3 ( 図 A-3) 
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Silent SH2/SC2 Series (UP/GP) 


2-2 Panel Case (Time required: About 3 minutes) 2-2 パネ ルケ ー ス (所 要 時 間 : 約 3 分 ) 

2-2-1 Remove the top cover. (See procedure A-2-1.) 2-2-1 トッ プ カ バ ー を 外し ます 。 (А-2-1 項 参 照 ) 

2-2-2 Remove the two (2) volume knob. (Fig. A-4) 2-2-2 VOL ノブ 2 個 を 外し ます 。 (R| А-4) 

2-2-3 Remove the two (2) screws marked [61]. (Fig. А-4) 2-2-3 [601] の ネジ 2 本 を 外し ます 。( 図 A-4) 

2-2-4 Remove the four (4) screws marked [51B]. Remove the 2-2-4 [B1B] の ネジ 4 本 を 外し て 、 図 A-4 の よう に パネ 
panel case as shown in Fig. A-4. ルケ ー ス を 外し ます 。 


[61] 


BT CASE 


Volume Knob 
(VOLZ 2) 


PANEL CASE 
(パネ ルケ ー ス ) 


* How to remove the Panel Case 
(パネ ルケ ー ス の 外し 方 ) 


(D Lift the BT case from the front side. 
BT CASE (BT ケー ス を フロ ント 側 か ら 持ち 上 げ ま す 。) 
(BT ケー ス ) Be careful not to damage the cabling. 
( 東 線 を 傷つけ な いよ うに 注意 し て くだ さい 。 ) 


(2 Remove the panel case in the directions 
of the arrows. 


(パネ ルケ ー ス を 矢印 の 方 向 へ 外し ます 。) 


PANEL CASE 
(パネ ルケ ー ス ) 


Fig.A-4 ( 図 A-4) 
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Silent SH2/SC2 Series (UP/GP) 


2-3 DM Circuit Board (Time required: About 5 minutes) 23 ЮМ シート (所 要 時 間 : 約 5 分 ) 

2-3-1 Remove the top cover. (See procedure A-2-1.) 2-3-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 項 参照 ) 

2-3-2 Remove the panel case. (See procedure A-2-2.) 2-3-2 パネ ルケ ー ス を 外し ます 。 (A-2-2 項 参照 ) 

2-3-3 Remove the two (2) each hexagonal nuts and washers 2-3-3 [B] の 六角 ナッ ト と ワッ シャ ー 2 個 ず つ を 外し ま 
marked [B]. (Fig. А-5) >. (Bd A-5) 

2-3-4 Remove the seven (7) screws marked [201A]. Remove 2-3-4 [201A] の ネジ 7 本 を 外し て 、DM シー ト を 図 А-5 
the DM circuit board as shown in Fig. А-5. の よう に 外し ます 。 


«Top view (上 面 )> 


[201A] 


* How to remove the DM circuit board 


(DM シ ー ト の 外し 方 ) (D Lift the DM circuit board from the rear side. 


(D (DM シ ー ト を リア 側 か ら 持ち 上 げ ま す 。) 


0) Remove the DM circuit board іп the directions 
of the arrows. 
(DM シ ー ト を 矢印 の 方 向 へ 外し ます 。) 


= 


Fig.A-5 ( 図 A-5) 19 
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2-4 


2-4-1 
2-4-2 


2-5 


2-5-1 
2-5-2 


MIDI Circuit Board 

(Time required: About 3 minutes) 

Remove the top cover. (See procedure A-2-1.) 

Remove the two (2) screws marked [241] and the screw 
marked [242]. The MIDI circuit board can then be 
removed. (Fig. A-6) 


AUXO Circuit Board 

(Time required: About 3 minutes) 

Remove the top cover. (See procedure A-2-1.) 

Remove the the screw marked [231] and the two (2) 
hexagonal nuts marked [232]. The AUXO circuit board 
can then be removed. (Fig. A-6) 


[241] рда 


24 MIDI シ ー ト (所 要 時 間 : 約 3 分 ) 
2-4-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 項 参照 ) 


2-4-2 [24] の ネジ 2 本 と [242] の ネジ 1 本 を 外し て 、 


MIDI シー ト を 外し ます 。 ( 図 A-6) 


2-5 AUXO シ ー ト (所 要 時 間 : 約 3 分 ) 
2-5-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 HAH) 


2-5-2 [231] の ネジ 1 本 と [232] の 六角 ナッ ト 2 個 を 外し 


て 、AUXO シー ト を 外し ます 。 ( 図 A-6) 


BT CASE 


Fig.A-6 ( 図 A-6) 


2-6 

2-6-1 
2-6-2 
2-6-3 


SW Circuit Board (Time required: About 4 minutes) 
Remove the top cover. (See procedure A-2-1.) 

Remove the panel case. (See procedure A-2-2.) 
Remove the two (2) screws marked [111A]. The SW 
circuit board and SW support bracket can then be 
removed. (Fig. A-7) 


[111A] 


E CONS 
RUN, 
N 


SW SUPPORT BRACKET N 
(SW サポ ー ト 人 金具) 


Silent SH2/SC2 Series (UP/GP) 


2-6 SW シー ト (所 要 時 間 : 約 4 分 ) 

2-6-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 項 参照 ) 

2-6-2 パネ ルケ ー ス を 外し ます 。 (A-2-2 項 参 照 ) 

2-6-3 ППА の ネジ 2 本 を 外し て 、SW シー ト と SW サ 
ポー ト 金 具 を 外し ます 。 ( А-7) 


Fig. A-7 ( 図 A-7) 


PNLH Circuit Board 

(Time required: About 5 minutes) 

Remove the top cover. (See procedure A-2-1.) 
Remove the panel case. (See procedure A-2-2.) 
Remove the three (3) screws marked [81A]. The push 
button array can then be removed. (Fig. A-8) 
Remove the three (3) screws marked [211A]. The 
PNLH circuit board can then be removed. (Fig. А-9) 


[81A] 


PUSH BUTTON ARRAY - 
(押し ボタ ン ) 


Fig.A-8 ( 図 A-8) 


27  PNLH シ ー ト (所 要 時 間 : 約 5 分 ) 

2-7-1 トッ プ カ バ ー を 外し ます 。 (A-2-1 HAH) 

2-7-2 パネ ルケ ー ス を 外し ます 。 (A-2-2 項 参照 ) 

2-7-3 [BIA] の ネジ 3 本 を 外し て 、 押 し ボタ ン を 外し ます 。 
(Ж А-8) 

2-7-4 [211A] の ネジ 3 本 を 外し て 、PNLH シー ト を 外し 
ます 。 (А-9) 


«Rear view (背面 ) > 


PANEL CASE 
[211A] (パネ ルケ ー ス ) 


| co 


oo) 


Fig.A-9 ( 図 A-9) 
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Silent SH2/SC2 Series (UP/GP) 


2-8 
2-8-1 


2-8-2 
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Models equipped with a Bluetooth 


BT Circuit Board (Time required: About 1 minute) 
Remove the two (2) screws marked [61]. The BT case 
and BT circuit board can then be removed. (Fig. A-6) 
Remove the two (2) screws marked [251]. The BT 
circuit board can then be removed from the BT case. 
(Fig. A-10) 


[251] 


° 


Bluetooth 搭載 モデ ル 


28 BT シー ト (所 要 時 間 : 約 1 分 ) 

2-8-1 [611 の ネジ 2 本 を 外し て 、BT ケー ス と BT シー 
ト を 外し ます 。 (А-6) 

2-8-2 [251] の ネジ 2 本 を 外し て 、BT ケー ス か ら BT シー 
ト を 外し ます 。 (XI A-10) 


BT CASE 
(BT ケー ス ) 


Fig.A-10 ( 図 A-10) 


Silent SH2/SC2 Series (UP/GP) 


* Silent SC2 Series 
B. SWITCH BOX UNIT B. SW-BOX ユニ ッ ト 
1. Removing the Switch Box Unit 1. SW-BOX ユニ ッ ト の 取り 外し (所 要 時 間 : 約 1 分 ) 
(Time required: About 1 minute) 1-1 SW-BOX ユ ニッ ト の 背面 か ら AC ア ダ プ ター、 
1-1 Remove the AC adaptor and DF1B-DF1B connector DF1B-DF1B 東 線 を 抜き ます 。 (X| B-1) 
assembly from the backside of the switch box unit. 1-2 [21] の ネジ 3 本 を 緩め て 、SW-BOX ユニ ッ ト を 前 
(Fig. B-1) 方 へ スラ イド し て ピア ノ 本 体 か ら 外 し 、 布 を 敷い 
1-2 Loosen the three (3) screws marked [21], slide the た 上 に 上 面 を 下 に し て 静か に 置き ます 。 
switch box unit forward and then remove it from the (Id B-1、 B-2) 
piano body, and carefully place it upside down on a soft 13 [CI の ネジ 2 本 を 外し て 、SW-BOX ユニ ッ ト か ら 
cloth. (Fig. B-1, Fig. B-2) ヘッ ド フ ォ ン ハン ガー を 外し ます 。 ( 図 B-2) 
1-3 Remove the two (2) screws marked [C]. The headphone š SW-BOX ユニ ッ ト に 東 線 を 差し 込む 際 は 、SW-BOX ユ 


hanger can then be removed from the switch box unit. 
(Fig. B-2) 

Before connecting a connector assembly to the 
switch box unit, see the switch box unit to check if 
the connector assembly is inserted to the correct 
connector, and then insert all the way seated. 


«Bottom view (底面 ) > 


(DF1B-DF1B 東 線 ) 


DF1B-DF1B CONNECTOR ASSEMBLY 


SWITCH BOX UNIT 
(SW-BOX ユニ ッ ト ) 


ニッ ト に 記さ れ た コネ クタ に 、 し っ か り と 奥 ま で 差し 込 
ん で くだ さい 。 


AC ADAPTOR 
(AC ア ダ プ ター) 


Fig. В-1 ( 図 B-1) 


HEADPHONE HANGER 
(ヘッ ド フ ォ ン ハン ガー) 


SWITCH BOX UNIT 


[С] . < O 


«x 


Fig. В-2 ( 図 B-2) 
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Silent SH2/SC2 Series (UP/GP) 


2. Disassembling the Switch Box Unit 2. SW-BOX ユニ ッ ト の 分 解 
2-1 Top Cover (Time required: About 2 minutes) 2-1 トッ プ カ バ ー (所 要 時 間 : 約 2 分 ) 
2-1-1 Remove {һе eight (8) screws marked [41B] апа three (3) 2-1-1 [41B| の ネジ 8 本 と [516] の ネジ 3 本 を 外し ます 。 
screws marked [51С]. (Fig. B-3) ( 図 B-3) 
2-1-2 Remove the top cover as shown in Fig. B-3. 2-1-2 トッ プ カ バ ー を 図 B-3 の よう に 外し ます 。 
[51C] 


(トッ プ カ バ ー 


* How to remove the Тор Cover 
(トッ プ カ バ ー の 外し 方 ) 


TOP m 


(トッ プ カ バ ー) 


Fig. B-3 ( 図 B-3) 
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2-2 

2-2-1 
2-2-2 
2-2-3 


2-3 

2-3-1 
2-3-2 
2-3-3 


2-3-4 


Silent SH2/SC2 Series (UP/GP) 


Panel Case (Time required: About 3 minutes) 2-2 パネ ルケ ー ス (所 要 時 間 : 約 3 分 ) 
Remove the top cover. (See procedure B-2-1.) 2-2-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 HAH) 
Remove the two (2) volume knob. (Fig. B-4) 2-2-2 VOL ノブ 2 個 を 外し ます 。 (RI B-4) 
Remove the four (4) screws marked [51D]. The panel 2-2-3 [51D] の ネジ 4 本 を 外し て 、 パ ネル ケー ス を 外し 
case can then be removed. (Fig. B-4) ます 。 (IX B-4) 

[51D] 


Volume Knob 
(VOL ノ ブ ) 


PANEL CASE 
(パネ ルケ ー ス ) 


Fig. B-4 ( 図 B-4) 


DM Circuit Board (Time required: About 4 minutes) 23 DM シー ト (所 要 時 間 : 約 4 分 ) 

Remove the top cover. (See procedure B-2-1.) 2-3-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 HAH) 

Remove the panel case. (See procedure B-2-2.) 2-3-2 パネ ルケ ー ス を 外し ます 。 (B-2-2 項 参 照 ) 

Remove the two (2) each hexagonal nuts and washers 2-3-3 [D] の 六角 ナッ ト と ワッ シャ ー 2 個 ず つ を 外し ま 
marked [D]. (Fig. B-5) >. (ËI B-5) 

Remove the seven (7) screws marked [201B]. Remove 2-3-4 [201B] の ネジ 7 本 を 外し て 、DM シー ト を 図 B-5 
the DM circuit board as shown in Fig. B-5. の よう に 外し ます 。 
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Silent SH2/SC2 Series (UP/GP) 


«Top view (上 面 )> 


[201B] 


[201B] 


* How to remove the DM circuit board 


(DM シ ー ト の 外し 方 ) CD Lift the DM circuit board from the rear side. 
(DM シ ー ト を リア 側 か ら 持 ち 上 げ ま す 。 ) 


(2) Remove the DM circuit board in the directions 
@ of the arrows. 
(DM シ ー ト を 矢印 の 方 向 へ 外し ます 。) 


Fig. B-5 ( 図 B-5) 
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2-4 SW Circuit Board (Time required: About 3 minutes) 

2-4-1 Remove the top cover. (See procedure B-2-1.) 

2-4-2 Remove the panel case. (See procedure B-2-2.) 

2-4-3 Remove the two (2) screws marked [111B]. The SW 
circuit board and SW support bracket can then be 
removed. (Fig. B-6) 


[111B] 


SW SUPPORT BRACKET 
(SW サポ ー ト 金具 ) 


Silent SH2/SC2 Series (UP/GP) 


24 SW シー ト (所 要 時 間 : 約 3 分 ) 

2-4-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 項 参照 ) 

2-4-2 パネ ルケ ー ス を 外し ます 。 (B-2-2 項 参照 ) 

2-4-3 [111B| の ネジ 2 本 を 外し て 、SW シー ト と SW サ 
ポー ト 金 具 を 外し ます 。 (XI B-6) 


Fig. B-6 ( 図 B-6) 


2-5  PNLM Circuit Board 
(Time required: About 4 minutes) 

2-5-1 Remove the top cover. (See procedure B-2-1.) 

2-5-2 Remove the panel case. (See procedure B-2-2.) 

2-5-3 Remove the three (3) screws marked [81B]. The push 
button array can then be removed. (Fig. B-7) 

2-5-4 Remove the three (3) screws marked [211B]. The 
PNLM circuit board can then be removed. (Fig. B-8) 


PANEL CASE 
(パネ ルケ ー ス ) 


PUSH BUTTON ARRAY 
(押し ボタ ン ) 


Fig. B-7 ( 図 B-7) 


25  PNLM シ ー ト (所 要 時 間 : 約 4 分 ) 

2-5-1 トッ プ カ バ ー を 外し ます 。 (B-2-1 項 参 照 ) 

2-5-2 パネ ルケ ー ス を 外し ます 。 (B-2-2 項 参照 ) 

2-5-3 [81B] の ネジ 3 本 を 外し て 、 押 し ボタ ン を 外し ます 。 
(Ed B-7) 

2-5-4 [211B] の ネジ 3 本 を 外し て 、PNLM シー ト を 外し 
ます 。 (XI B-8) 


«Rear view (背面 ) > 


PANEL CASE 
[211B] (パネ ルケ ー ス ) 


Fig. B-8 ( 図 B-8) 
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* Silent SH2/SC2 Series 


C. 


* 


= 


-— 


ACTION UNIT 


Refer to the Silent SH Series (GP) service manual 
(PP 008630 ) (Page 12-13). 


HAMMER SENSOR UNIT 
HS3 Circuit Board (Time required: About 4 minutes) 


Refer to the Silent SH Series (GP) service manual 
(PP 008630 |) (Page 14). 

HAMMER EMISSION Circuit Board 

(Time required: About 4 minutes) 


Refer to the Silent SH Series (GP) service manual 
(PP _008630] ) (Page 14). 

Hammer Sensor Unit 

(Time required: About 5 minutes) 

Refer to the Silent SH Series (GP) service manual 
(PP 1008630 |) (Page 14-15). 


KEY SENSOR UNIT 
EKS3 Circuit Board 
(Time required: About 4 minutes) 


Refer to the Silent SH Series (GP) service manual 
(PP 1008630 |) (Page 15). 


Key Sensor Unit (Time required: About 10 minutes) 


Refer to the Silent SH Series (GP) service manual 
(PP 008630 |) (Раде 16-18). 


PEDAL UNIT 

Pedal Unit LG (Time required: About 1 minute) 
Refer to the Silent SH Series (GP) service manual 
(РР 1008630 |) (Page 18). 


Pedal Unit SG (Time required: About 1 minute) 


Refer to the Silent SH Series (GP) service manual 
(РР |008630 |) (Page 18). 


Pedal Unit SOG (Time required: About 1 minute) 


Refer to the Silent SH Series (GP) service manual 
(PP 1008630 |) (Page 18). 


アク ショ ン ユ ニッ ト 
Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (Р. 12 ~ 13) を 参照 し て くだ さい 。 


ハン マー セン サー ユニ ッ ト 

HS3 シー ト (所 要 時 間 : 約 4 分 ) 

Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (P. 14) を 参照 し て くだ さい 。 
HAMMER EMISSION シー ト (所 要 時 間 : 約 4 分 ) 
Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (P. 14) を 参照 し て くだ さい 。 
ハン マー セン サー ユニ ッ ト (所 要 時 間 : 約 5 分 ) 
Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (P.14 — 15) を 参照 し て くだ さい 。 


キー セン サー ユニ ッ ト 

EKS3 シー ト (所 要 時 間 : #J 4 分 ) 

Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (P. 15) を 参照 し て くだ さい 。 
キー セン サー ユニ ッ ト (所 要 時 間 : 約 10 分 ) 

Silent SH Series (GP) (PP 008680 | ) の サー ビス マニ ュ 
アル (P.16— 18) を 参照 し て くだ さい 。 


ペダ ル ユ ニッ ト 

ペダ ル ユ ニッ ト LG (所 要 時 間 : 約 1 分 ) 

Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (Р. 18) を 参照 し て くだ さい 。 
ペダ ル ユ ニッ ト SG (所 要 時 間 : 約 1 分 ) 

Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (P.18 を 参照 し て くだ さい 。 
ペダ ル ユ ニッ ト SOG (所 要 時 間 : 約 1 分) 

Silent SH Series (GP) (PP | 008630 | ) の サー ビス マニ ュ 
アル (P. 18) を 参照 し て くだ さい 。 


MOTOR DRIVE UNIT 

Motor Drive Unit (Time required: About 4 minutes) 
Remove the action unit. (See procedure C.) 

Remove the three (3) screws marked [101]. (Photo G-1) 
Remove the speed washer and felt (red). The motor 
drive unit can then be removed. (Photo G-1) 

Take care not to lose the speed washer and felt (red). 
(Photo G-1) 


[101] 


[101] 


MOTOR DRIVE UNIT. (キー ター コー、 
Mass ey 


Photo G-1 (写真 G-1) 


Motor Unit (Time required: About 4 minutes) 
Remove the action unit. (See procedure C.) 

Remove the motor drive unit. (See procedure G-1.) 
Loosen the screw marked [52G]. The metal fittings can 
then be removed from the motor drive unit. (Fig. G-1) 
Remove the three (3) screws marked [41G]. The motor 
unit can then be removed. (Fig. G-1) 


GMBS Circuit Board 

(Time required: About 4 minutes) 

Remove the action unit. (See procedure C.) 

Remove the motor drive unit. (See procedure G-1.) 
Remove the three (3) screws marked [201G]. The 
GMB3 circuit board can then be removed. (Fig. G-2) 


Silent SH2/SC2 Series (UP/GP) 


MD ユニ ッ ト 

MD ユニ ッ ト (所 要 時 間 : 約 4 分 ) 

アク ショ ン ユ ニッ ト を 外し ます 。 (C 項 参 照 ) 
[101] の ネジ 3 本 を 外し ます 。 (写真 G-1) 

スピ ー ド ワッ シャ ー と フェ ルト (Ж) を 外し て 、 
MD ユニ ッ ト を 外し ます 。 (写真 G-1) 

スピ ー ド ワッ シャ ー と フェ ルト ( 赤 ) は 紛失 し な い 様 に 
注意 し て くだ さい 。 (写真 G-1) 


METAL FITTINGS 


101] (連結 棒 取 付 金具 ) 


MOTOR UNIT 


FELT (RED) ~_™ 

(フェ ルト ( 赤 ) ) 
SPEED WASHER 
(スピ ー ド ワッ シャ ー) 


モー ター ユニ ッ ト (所 要 時 間 : #J 4 分) 

アク ショ ン ユ ニッ ト を 外し ます 。 (C 項 参照 ) 

MD ユニ ッ ト を 外し ます 。 (G-1 HAH) 
[52G] の ネジ 1 本 を 緩め て 、MD ユニ ッ ト か ら 連 結 
棒 取付 金具 を 外し ます 。 ( 図 G-1) 

[41G] の ネジ 3 本 を 外し て 、 モ ー タ ー ユ ニッ ト を 
外し ます 。( 図 G-1) 


GMB3 シー ト (所 要 時 間 : 約 4 分 ) 

アク ショ ン ユ ニッ ト を 外し ます 。 (C 項 参照 ) 
MD ユニ ッ ト を 外し ます 。 (G-1 HAH) 
[201G] の ネジ 3 本 を 外し て 、GMB3 シー ト を 外し 
ます 。 (XI G-2) 
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Silent SH2/SC2 Series (UP/GP) 


METAL FITTINGS 
ルン бае) 


[41G] 
222080 S 
s. 
© Q 
` 
[52G] S 
a S. E MOTOR UNIT 
MD BASE ' 
(MD ベー ス ) 


Fig. G-2 (BJG-1) 


MOTOR UNIT 


/ 


MDBASE € 
(MD ベー ス ) 


Fig. G-3( 図 G-2) 
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Silent SH2/SC2 Series (UP/GP) 


E CIRCUIT BOARDS (シー ト 基 板 図 ) 


AUXO Circuit Board (YJ477B0) (Silent SH2 (UP & ӘР))......................................... 31 
BT Circuit Board (YH878CO) (Silent SH2 (UP & ӘР))............................................. 36 
DC-IN Circuit Board (YK022A0) (Silent SC2, SH2 (ОР))......................................... 31 
DM Circuit Board (YJ457B0)................................ atas ate a na Sede cre нынын. 32/33 
GMB3 Circuit Board (YGO69CO) (Silent SH2 (ОР))................................................ 35 
MIDI Circuit Board (YJ478B0) (Silent SH2 (UP & GP))........................................... 36 
PNLM Circuit Board (YJ475C0) (Silent SC2 (UP & ӘР))........................................ 34 
PNLH Circuit Board (YJ475CO) (Silent SH2 (UP & ӘР))......................................... 34 
SW Circuit Board (Y.J476B0)......... uu ——————Ó——Ááà 34 


Note: See parts list for details of circuit board component parts. 
Ж: シー ト の 部 品 詳細 は パー ツリ スト を ご 参照 くだ さい 。 


e DC-IN Circuit Board (Silent SC2, SH2 (UP)) 


VAM4240 DCIN 
to DM-JK4 to AC ADAPTER 


UL MARK 


Component side (部 品 側 ) 


e AUXO Circuit Board (Silent SH2 (UP & GP)) 


"o 


to DM-CN601 


Component side (部 品 側 ) Pattern side (パタ ー ン 側 ) 


AUXO: B2NA0-2001185350 ÁN 


31 
DC-IN: B2NA0-2001190983 AN 


Silent SH2/SC2 Series (UP/GP) 


ө DM Circuit Board 


Silent SH2 


Silent SH2 to SWITCH BOX UNIT 


UP: N.C. 


GP: to GMB3-CN1 (SW-BOX1= y F) 


(MD/AMP) — 
Silent SC2 
N.C. 

to EKS3-CN2 

to Pedals to SWITCH BOX UNIT 
(DAMPER Pedal, — (SW-BOX ユ ニッ ト ) 
SOSTENUTO Pedal, (SENSOR) 
SHIFT Pedal) 


UP: to DC-IN-CB1 _ | 
GP: to AC ADAPTER 


Silent SH2 


Bluetooth models (Bluetooth モ デル ) : 


to BT-CN1 


not Bluetooth models ( 非 Bluetooth モ デル ) : 


N.C. 
Silent SC2 
N.C. 
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* DM Circuit Board Scale: 80/100 
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e PNLM Circuit Board (Silent SC2 (UP & GP)) 
e PNLH Circuit Board (Silent SH2 (UP & GP)) 
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Pattern side (パタ ー ン 側 ) 
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Silent SH2/SC2 Series (UP/GP) 
Ш TEST MODE 


Test mode is a program for inspecting the operation of the electric system. 


The test mode is equipped with test items that check the detection position of the key sensor, hammer sensor and pedal sensor. 
Please use headphones with an appropriate volume level when you check the buzzer sound. 


Inspection by test mode shall be required in the following case: 
・In case that the piano performance is not good enough in Silent mode. 


[Start-up] *SC2 models' operation is the same as SH2 model. (4 SH2) 
Methods Operation Display 
Panel button Press and keep [5] + [6] + [11], and press [4]. z 
Keyboard Press and keep 29C# + 33F + 36G#, and press [4]. Est 


If you pressed the other button (except for [4] button), the Error character will be displayed. 
Please confirm the position of each buttons, then start it. 


Position of each button on Switch Box. 


Front panel 
1| [2 3 | (only for grand pianos) 9] ho 11 12 
k = ТЕЕ КГ AA 
00 = | a EXIT | O OL 
A PHONES B — — — — | VOICE/VALUE _ VOLUME | £ Гизела) 
| 
4 5 n 7 8 (only for grand pianos) 
Bottom panel sS ZS 
oe. 
QOOOC 
These buttons (and switch) are 
pressed upward from the bottom. 


[Test mode operation procedure] 
1) Start-up the test mode. 
2) Push the [7] or [6] button to select testing item. 
(Other way, Rotate [VOLUME] knob is the same as [7] and [6].) 
3) Push the [8] button to start-up the selected testing item. 
4) Execute the selected testing item according to the procedure. 
(Example of display : When the test finished successfully.) 


PAS 


(Example of display : Error) 


If the test mode will be successfully, a DP(.) will be indicated on the display. 
(Example of display : Fininished the test mode No.2) 


F u 
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5) Push the [8] button to terminate the selected test item and return to step 2. 
If the “nG” is after the test, press the [5] button or 1key to cancel the test mode. 
Press the [5] button or lkey to cancel the test mode, if you want to end the test mode. 


6) Turn the power off or select “145” to terminate the test mode. 


[8] 
—— | Execute the 

ү selected test item 
<=" 


[5] (Cancel) 


} 


: [e] or [7] 


[6] or [7] 


Complete test 


38 


@ List of Test item 


Silent SH2/SC2 Series (UP/GP) 


Нун Test contents 22d poni: MIDI OUT psi 
(KeyNo.) 
1 |Display current version AO 01 00 x О C#1 
2 |Memory Check 1 ALL A3 18 00 O 〇 D#1 
3 |ROM Check 1 AO 03 00 О О D1 
4 |RAM Check 1 AO 04 00 О О Е1 
5 |WaveROM check 1 AO 06 00 О О F1 
6 |WaveRAM check 1 АО 07 00 О О Е2 
7 | EffectRAM check 1 AO OC 00 O 〇 A1 
8 Pitch check AO 13 00 x x B1 
9 Output Level R check AO 14 00 x x F#1 
10 Output Level L check AO 15 00 x x G#1 
11 | DAC MUTE check A3 14 00 x x G2 
12 | EX-MUTE check A3 30 00 x x G#2 
13 MUTE check AO 20 00 x x A#1 
14 SP CTRL check AO 1F 00 x x A2 
15 |Something wrong inspect circuitboardcheck АЗ 1E 00 x x C2 
16 | Headphone insert-detach check A3 13 00 Q О G3 
17 | GM-IN check АЗ 35 00 〇 〇 F4 
18 | Motor check A3 38 00 О О F#4 
19 |AUX-IN check A3 OF 00 х х Е#2 
20 |Bluetooth check A3 4B 00 x x G4 
21 | SW & LED check A0 22 00 x 〇 C#3 
22 White color LED blinking check A3 57 00 x x F3 
23 |OtherLED blinking A3 58 00 x x ES 
24 |UI Test x x 
25 |Main volume check AO 64 00 О O D#3 
26 |Shift/Soft pedal sensor test AO 2C 00 x Q G#3 
27 | Sostenuto pedal sensor test (SC2 models is no equipped) | AO 2D 00 x Q А#З 
28 |Damper pedal sensor test AO 2E 00 О О С#4 
29 |MIDI check AO 38 00 О О Е2 
30 |USB conecting check AO 57 00 О О С#2 
31 | USB-Storage check AO 58 00 Q Q D2 
32 |Keyboard type check AO 3B 00 Q Q B3 
33 |Key sensor test A3 22 00 Q Q A4 
34 |Key sensor ALL test A3 23 00 Q Q A#4 
35 Hammer sensor test (For Grand pianos) A3 39 00 О 〇 B4 
36 | ROM check 2 A0 41 00 〇 О С5 
37 |RAM check 2 AO 42 00 o О D5 
38 |WaveROM check 2 AO 45 00 О О E5 
39 |WaveRAM check 2 AO 46 00 О О F#5 
40 | EffectRAM check 2 AO 47 00 О О О5 
41 Piano type setting A3 3A 00 x x B5 
42 | Reset the setting for shipped from factory. АО 54 00 О О С#5 
Lod | Data load of PEQ Data Transfer x x A5 
SAv | Data save of PEQ Data Transfer x x А#5 
45 |Leave test mode AO 56 00 x x C7 
46 |Panel LED sheet check A3 4D 00 x x 
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Test No. 


Test contents 


101 


Display current version 


Detail : Displays the current version. 


Please refer to the contents of “Program Update". 


After selected the test (For SH2 model) 


※ You can change the display of each versions after pressing the [6] or [7] button. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Model name 


Main Program version 


А. 


WAVE ROM version 


Keyboard program version 


Func. 


Destination 
(E : Except for japan) 
(J : For Japan) 


x 
- 
B 
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After selected the test (For SC2 models) 


Silent SH2/SC2 Series (UP/GP) 


1 |※ It is needed for listening the sound when pressed the each keys for SC2's confirming because of none 
equipped 7seg LED. 
4C — 13A Main Program version Integer value 
16C — 25A Main Program version Under decimal point value first 
28C — 37A Main Program version Under decimal point value second 
40C — 49A WAVE ROM version Integer value 
52C — 61A WAVE ROM version Under decimal point value first 
64C — 73A WAVE ROM version Under decimal point value second 
Press the each keys, if match the number with current version, OK sound “52C” will ring. 
If not matched, NG sound “28C” will ring. 
Contrast Table of keyboard and current version's figure. 
C [с#[ D| |D [ЕТЕ [FF | G G| A 
0 1 2 3 4 5 6 7 8 9 
(Example : Main program version is 1.01) 
If you press the keys 5C#, 16C or 29C#, the sound of *52C" will ring. 
If you press the key except for 5С#, 16C, 29C# the sound of “28C” will ring. 
2 Press IKey to finish the test mode “101”. 
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Test No. Test contents 


t02 Memory Check 1 ALL 


Detail : 103 ROM Check 1 
t04 RAM Check 1 
105 WaveROM check 1 
t06 WaveRAM check 1 
107 EffectRAM check 1 


The 5 items above are executed in order in a batch. However, if a failure is detected, the check ends at that point. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <M1A> while testing 


Displays <PAS> when OK 


Produces a C4 sine wave for 1 second. 


Displays <nG> when it has failed 


Produces a C2 sine wave for 1 second. 


Test No. Test contents 


103 ROM Check 1 


Detail : Conducts a read test of the ROM connected to the CPU bus (reads all address lines and all data lines and conducts a check sum 


test). Also conducts a write pin check. 


Display of Switch Box 


Details SH2 (7segLED) SC2 
Testing 
OK 
Produces a C4 sine wave for 1 second. 
ROM failure 


Produces a C2 sine wave for 1 second. 


ROM write pin check failure 


Produces a C2 sine wave for 1 second. 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 


t04 RAM Check 1 


Detail : Conducts a read/write test of the RAM connected to the CPU bus (wiring test). After writing to all address lines and all data 


lines, reads and match checks. 


Display of Switch Box 
Details SH2 (7segLED) SC2 
Testing 
OK 
PAS Produces a C4 sine wave for 1 second. 
Failure 
| ロロ Produces a C2 sine wave for 1 second. 
Test Мо. Test contents 
105 WaveROM check 1 


Detail : Conducts read test of Wave ROM (NAND Flash). 


Display of Switch Box 
Details SH2 (7segLED) SC2 
Testing 
OK 
Produces a C4 sine wave for 1 second. 
Failure 
Produces a C2 sine wave for 1 second. 
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Test No. 


Test contents 


106 


WaveRAM check 1 


Detail : Conducts read test of Wave RAM. 


Display of Switch Box 


Details SH2 (7segLED) SC2 

Testing 

OK 
Produces a C4 sine wave for 1 second. 

Failure 
Produces a C2 sine wave for 1 second. 

Test Мо. Test contents 
107 EffectRAM check 1 


Detail : Checks Effect RAM. 


Display of Switch Box 


Details SH2 (7segLED) SC2 
Testing 
OK 
Produces a C4 sine wave for 1 second. 
Failure 
Produces a C2 sine wave for 1 second. 


Silent SH2/SC2 Series (UP/GP) 


Test No. 


Test contents 


t08 


Pitch check 


Detail : Produces a sine wave at 441.0 Hz (A3) with DAC input and full bit -12 dB, PAN-center. 


Passing this test will stop the sound. 


Display of Switch Box 


Details SH2 (7segLED) SC2 
Sounding 
INS Produces a A3 sine wave. 
Test No. Test contents 
t09 Output Level R check 


Detail : Produce the sound with PAN-R and check that it is produced at the specified level. 


Passing this test will stop the sound. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


C5 (1046.5Hz) Sounding 


Produces a C5 sine wave. 


Test Мо. 


Test contents 


110 


Output Level L check 


Detail : Produce the sound with PAN-L and check that it is produced at the specified level. 


Passing this test will stop the sound. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


C5 (1046.5Hz) Sounding 


Produces a C5 sine wave. 
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Test No. Test contents 
t11 DAC MUTE check 


Detail : Produce a sine wave at 1049 Hz (C5) at a specific level (with DAC input and full bit -12 dB) with PAN-center, and turn DAC 
MUTE ON/OFF with the [6] button and [7] button to check that DAC MUTE works. 
Passing this test will stop the sound. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


DAC MUTE ON 


Produces a C5 sine wave. 


DAC MUTE OFF 


Test Мо. Test contents 
t12 EX-MUTE check 


Detail : Produce a sine wave at 1049 Hz (C5) at a specific level (with DAC input and full bit -12 dB) with PAN-center, and turn the EX- 
MUTE signal ON/OFF with the [6] button and [7] button to check that the external connection circuit is turned ON/OFF. 
Even if headphones are connected, sound will be produced from the transducer. 
Passing this test will stop the sound. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


EX-MUTE ON 


EX-MUTE OFF 


| ロロ Produces a C5 sine wave. 
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Test No. Test contents 


t13 MUTE check 


Detail : Produce a sine wave at 1049 Hz (C5) at a specific level (with DAC input and full bit -12 dB) with PAN-center, and turn MUTE 


ON/OFF with the [6] button and [7] button to check that the MUTE circuit works. 


Check using headphones. 
Passing this test will stop the sound. 


Display of Switch Box 


Details SH2 (7segLED) SC2 
MUTE ON 
| алп Produces a C5 sine wave. 
mE o FF 
Test No. Test contents 
114 SP CTRL check 


Detail : Produce a sine wave at 1049 Hz (C5) at a specific level (with DAC input and full bit -12 dB) with PAN=center, and turn the SP 
CTRL signal ON/OFF with the [6] button and [7] button to check that the soundboard speakers are turned ON/OFF. 


Passing this test will stop the sound. 


Display of Switch Box 


Details 


SH2 (7segLED) 


5С2 


SP CTRL ON 


Produces a C5 sine wave. 


SP CTRL OFF 
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Test No. Test contents 


t15 Something wrong inspect circuitboardcheck 


Detail : Check that the abnormality detection circuit for digital volume failsafe operates correctly. It fails if the abnormality detection 
circuit cannot be detected. Even if it does not fail, it will continue to produce sine wave A3 (441 Hz, with DAC input and full bit 
-12 dB, PAN-center) while testing, so enable/disable the function with the [7] button and [6] button and check that mute turns 
on and the relay turns off. 
Passing this test will stop the sound. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


Abnormality Detection Circuit detection 
failure 


Abnormality Detection Circuit disabled 


Produces a A3 sine wave. 


Abnormality Detection Circuit enabled 


Test No. Test contents 
t16 Headphone insert-detach check 


Detail : Check that it can detect headphones being inserted or removed. 
When the test item is selected, it produces a C3 sine wave. 
When headphones are connected, the sine wave pitch changes to C4. 
When headphones are removed, the sine wave stops and the test is OK. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


Headphone Jack not inserted 


Produces a C3 sine wave. 


Gok Produces a C4 sine wave. 


Headphone Jack insertion detected 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 


117 GM-IN check 


Detail : Check whether the connector is connected to the amp unit (the status of the GM-IN port). If it is connected, check the device ID 


of the E-PNS3 mounted on the GM board, and check whether it is capable of Ebus communication. 


* This is not conducted on models that do not require a GM board. (Or a failure is deemed to be correct.) 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


(Checking device ID) 


Connector connection, EPNS3 device ID 
OK 


Connector is not connected or device ID 
acduisition failed. 


Test No. Test contents 
t18 Motor check 
Detail : Check the motor drive system. Check operation in the normal direction (Silent Direction) and reverse direction (Acoustic 


Direction). 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


(Acoustic Direction). 


Run the motor in the reverse direction 


(Silent Direction). 


Run the motor in the normal direction 


and reverse rotation are OK. 


PAS is displayed if both normal rotation 


Failure 
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Test No. Test contents 
t19 AUX-IN check 


Detail : The signal input to AUX IN is output from AUX OUT. The jack insertion or removal state of the AUX IN terminal is also 
displayed. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


Jack is not inserted EE: 


Jack insertion detected 


Test No. Test contents 
t20 Bluetooth check 


Detail : Checks connection of Bluetooth. When a Bluetooth module is mounted, the version of the Bluetooth module is displayed, and 
audio is played from the module. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


Checking Bluetooth module mount status 


Displaying Bluetooth module version 
(Bluetooth module mounted) 


Bluetooth module not mounted 
(Version not displayed) 
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Test No. Test contents 
t21 SW & LED check 


Detail : When the panel switch is turned ON, it continues to produce sound at the pitch for that switch while being ON, and MIDI is 
output on СНІ. When a switch is turned OFF the sound turns off, and MIDI is output on СНІ. If there is an LED on that switch, 
the LED will turn on. It turns off when the following correct switch is ON. 

The 7Seg test can be done when all switch tests are finished. 

When checking 7seg, each time the [6] button or [7] button is pressed one LED will turn ON/OFF. 

[7] button: In the order of the digits 3 — 2 — 1, LEDs turn on in the order A — B — ... — Н respectively. 
[6] button: Goes back one 

Checks that 7seg turns on in order. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


[5] Button pressed 


[6] Button pressed 
>/ E 


[7] Button pressed 


[8] Button pressed 


Func. 


[Enc.SW] Pressed 


[Vol.SW] Pressed 


Move [Enc. switch] left and right 1 click or 
more 


7seg LED in-order-light-on check by 
pressing the [7] button 


Check light-on order of 7seg LEDs. 
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Display of Switch Box 


Details SH2 (7segLED) SC2 


When a switch other than the one 
specified is pressed, it displays <- - -> 


When multiple switches are pressed 


Test finished 
(Including 7seg check) 


Test No. Test contents 


t22 White color LED blinking check 


Detail : Only the panel white LED turns on. 


Display of Switch Box 


Details SH2 (7segLED) SC2 


<LW> is displayed while testing. FERE 


Test No. Test contents 
t23 OtherLED blinking 


Detail : LED except for the panel white LED turns on. 


Display of Switch Box 
Details SH2 (7segLED) SC2 
«LO» is displayed while testing. [ШТ] 
Test No. Test contents 
t24 UI Test 


Detail : Disuse. 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 


t25 Main volume check 


Detail : Detects the minimum value, maximum value, and intermediate value of Main Volume. 
Check by turning Main Volume in the order Min + Max > Mid. 
Displays the Main Volume value on the screen (Minimum Value 0 — Maximum Value 255). 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Starting Check 


The value is displayed when the Main 
Volume is changed (0 — 255). 


The first digit DP turns on if the minimum 
value is detected. 


The third digit DP turns on if the maximum 
value is detected. 


OK (intermediate value detected) 
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Test No. 


Test contents 


t26 


Shift/Soft pedal sensor test 


Detail : Inspect ON/OFF about shift pedal. 


After you selected the test. 


Display of Switch Box 


Status 


SH2 (7segLED) 


5С2 


Start-up 


>/ m 


Inspected ON 
(73A sound) 


(For UP) 


Confirm that the soft pedal sensor sounding position at the soft pedal 

moves the hammer rail to the strings by 2mm - 3mm. 

* If adjustment is required, set the buzzer to sound with the 
soft pedal sensor adjustment screw. 


(For GP) 


Confirm that the shift pedal sensor sounding position at the shift pedal 

moves the action to the right by 1mm. 

* If adjustment is required, set the buzzer to sound with the 
shift pedal sensor adjustment screw. 


Inspected OFF 


Silent SH2/SC2 Series (UP/GP) 


Upright Piano 


[Soft Pedal sensor adjustment screw] 


BD LT 
O Д "л ç 


Soft Pedal Sensor Adjustment Screw — и ~ 


Soft Pedal Sensor Adjustment Screw Pedal or Pedal lever 


[Shift Pedal sensor adjustment screw] 


Shift Pedal Sensor Adjustment Screw 
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Test No. Test contents 


t27 Sostenuto pedal sensor test (SC2 models is not equipped) 


Detail : Inspect ON/OFF about Sostenuto pedal. 


After you selected the test. 


Status Operation 


Start up 


LI mmm 


Inspected ON 


T 


Confirm that the sostenuto pedal sensor sounding position at the soste- 
nuto pedal is depressed half way to the end position. 


* |f adjustment is required, set the buzzer to sound with the 
sostenuto pedal sensor adjustment screw. 


Inspected OFF 


Strg 


[Sostenuto Pedal sensor adjustment screw] 


Upright Piano Sostenuto Model Sostenuto Pedal Sensor Adjustment Screw 


Grand Piano Sostenuto Pedal Sensor Adjustment Screw 
Фф a у= Фф 
N ¿as sS 2 
S e 77 Y 
- xE t - 
= l> we 
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Test No. Test contents 


t28 Damper pedal sensor test 


Detail : Inspect ON/OFF about damper pedal. 


After you selected the test. 


Status Operation 


PE ヨ + o v 
Gir + ШЕ 


The sound is changed by pedal depth. 


Start up 


Inspected ON 


Pedal depth Sound status 
Pedal at the rest position 
Rest position ~ Half position  |Continuous tone (73А) 


Half position — Max Intermittent tone (73A 40ms) 
Intermittent tone (73A 20ms) 
OK(Inspected ON) Sign curve tone (52C) 


(After inspected, the status will be changed OFF from ON.) 


FEE iw 


* |f you pressed the pedal, the sound ring onetime only. 
If you need more confirming, please start the test again. 


Inspected OFF 


[Damper Pedal sensor adjustment screw] 


Upright Piano 


Damper pedal sensor adjustment screw 


Ф ニニ バー ロニ ーー ドー Ф 


Damper pedal sensor adjustment screw 
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Test No. Test contents 


t29 MIDI check 


Detail : Loop connect the MIDI IN/OUT terminal with the MIDI cable to check signal transmission and reception. 
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Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <MID> when check starts 


Displays <PAS> when OK 


Produces a C4 sine wave. 


Displays «nG» when it has failed 


Test No. Test contents 


t30 USB conecting check 


Detail : Simultaneously checks the USB to Device terminal and USB to Host terminal. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <L. --> when the test starts. 
When this is displayed, loop connect 
Host terminal to Device terminal with the 
USB cable. 


Displays «PAS» when OK (when check is 
complete) 


Produces a C4 sine wave. 


Displays «nG» when it has failed 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 
t31 USB-Storage check 


Detail : After writing a file (1 KB) to USB memory, the file is checked whether the data matches or not. 


Display of Switch Box 
Details SH2 (7segLED) SC2 


Displays <USb> when check starts 


Displays <PAS> when OK 


Produces a C4 sine wave for 1 second. 


Displays <nG> when it has failed 


(Read/Write failure) 
Produces a C2 sine wave for 1 second. 


Displays <no> when there is no media 


Displays <UnF> when media is not 
formatted 


Displays <Pro> media is protected 
(Means Write Protect) 
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Test No. Test contents 


t32 Keyboard type check 


Detail : Determines the keyboard type that is connected. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <tYP> when test starts 


Displays <PAS> when OK 


Displays <nG> when it has failed 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 


t33 Key sensor test 


Detail : Confirm the key depth K1 to K4. 


After you selected the test. 


Status Display of Switch Box 


Start up 


Inspected ON 
Press the key slowly to confirm the tone changes one after the other according to 
each key position. 
* If adjustment is required, please refer to the contents of "Keyboard 
Calibration" 
* "Keyboard No. : Please refer to [Supplementary explanation]: 


Position of keyboard Sound situation 
Rest No press situation of keyboard | No sound 
K1 Depth of key : 2.7mm Continuous tone (73A) 
(Ex : 2Key) 
K2 Depth of key : 4.5mm Intermittent tone (73A) 
K3 Depth of key : 6.3mm Continuous tone (73A) 
K4 Depth of key : 8.1mm - End Quick intermittent tone 
-End (73A) 


Inspected OFF 
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Test No. 


Test contents 


t34 


Key sensor ALL test 


Detail : Confirm the end position (K4) of АП white key, and АП black key. 


After you selected the test. 


Status Detail 


Display of Switch Box 


Check of key sensor 1. Press the all black keyboard. 


If pressed all black keys, the sound of “73A” 
will ring. 


2. Press the all white keyboard. 
If pressed all white keys, the sound of “61А” 
will ring. 


* Please execute the "Black Key's test" 
first. 


End the check of key sensor 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 


t35 Hammer sensor test (For Grand pianos) 


Detail : Confirm the Hammer positions. 


After you selected the test. 


Status 


Display of Switch Box 


Start up 


Inspected ON 


according to the hammer position. 


Unit Adjustment" 


Set the silent mode to be Silent mechanism engaged. 


Raise the selected hammer to confirm the tone changes one after the other 
* Check in order of the rest, M1 and M2, and a shank stop position 

according to the actual hammer motion. 
* If adjustment is required, please refer to the contentes of “Sensor 


* "Keyboard No. : Please refer to [Supplementary explanation]." 


Position of Hammer 


Sound situation 


Rest — M1 


No sound 


position. 


M1 In between Hammer rest 
position to M1 detection 


Continuous tone (73A) 


(Ex : 2Key) 


M1 — M2 


No sound 


to 2.5mm 


M2 M2 detection position : 
Shank stop position +0.5mm 


Continuous tone (73A) 


End 


Sign curve tone (52C) 


If inspect M2 and it will ring the sound, the test will be judged to be OK. 
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Test No. 


Test contents 


t36 


ROM check 2 


Detail : Conducts a read test (Check Sum Test) of the whole range of the ROM connected to the CPU bus. 
Sum all addresses in 8 bit, and make sure the results are 00 [hex]. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <ro2> while testing 


Displays <PAS> when OK 


Produces a C4 sine wave for 1 second. 


Displays <nG1> when it has failed 


Produces a C2 sine wave for 1 second. 


Test Мо. 


Test contents 


t37 


RAM check 2 


Detail : Conducts a read/write test (wiring test) of the RAM connected to the CPU bus. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <rA2> while testing 


Displays <PAS> when OK 


Produces a C4 sine wave for 1 second. 


Displays <nG> when it has failed 


Produces a C2 sine wave for 1 second. 
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Test No. 


Test contents 


t38 


WaveROM check 2 


Detail : Conducts a read test (full address check sum test) of the Wave ROM 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays <Wr2> while testing 


Displays «PAS» when OK 


Produces a C4 sine wave for 1 second. 


Displays «nG» when it has failed 


Produces a C2 sine wave for 1 second. 


Test No. 


Test contents 


t39 


WaveRAM check 2 


Detail : Conducts a read/write test (wiring test) of the Wave RAM. 


Display of Switch Box 


Details 


SH2 (7segLED) 


SC2 


Displays «Wa2» while testing 


Displays «PAS» when OK 


Produces a C4 sine wave for 1 second. 


Displays «nG» when it has failed 


Produces a C2 sine wave for 1 second. 
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Test No. Test contents 
t40 EffectRAM check 2 


Detail : Full address verification test of Effect RAM. 


Display of Switch Box 


Details SH2 (7segLED) SC2 


Displays <EF2> while testing 


Displays «PAS» when OK 


Produces a C4 sine wave for 1 second. 


Displays «nG» when it has failed 


Produces a C2 sine wave for 1 second. 
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Test No. Test contents 


t41 Piano type setting 


Detail : Set the model type with acoustic piano models. 


After you selected the test. 


(1) How to change the display of each types : [6], [7] button by Switch Box. 

(2) Selected the keyboard action size, press the [11] “VOICE/VALUE" button to save the ROM. 

(3) If fininshed the save to ROM, DP ( . ) is added to the 7seg LED. 

* This saved data will not be clear, if the test No.‘t42 (Reset the setting for shipped from factory)” executed. 

* In the case of SC2 models, press the [11] button to save the ROM, the display of Switch Box “Func.” mark's 
color will change to the orange. 
Therefore, if “Func.” color is orange, you can recognize the current Piano type setting to confirm the below 
pictures. 


Display of Switch Box 
Keyboard action size SH2 (7segLED) SC2 


C6X, S6X, C7X, S7X | C6 


C3X, C3TD, C5X, S3X, S5X C3 »/n Func. 


C1TD, GC1, C1X, GC2, C2X |. C1 


GB1 


U3, YUS3, YUS5, SE122, SE132 | U3 


Ut, YUS1, B3, Взе, B121, U1J, P121G,P121HG, руч 
P124, M5, CONSERVATOIRE, К121С1 


JU109, B1, K109, JX113T, JX113CP, B2, B2e, M 
K113,P116G, M2, M3, CAMBRIDGE, CLASSICT 


Boesendorfer GP | BG1 


Re Func. 


Boesendorfer UP | BU1 »/" Func. 


(Example : Saved the Keyboard action size "C6") 


67 


Silent SH2/SC2 Series (UP/GP) 


Test No. Test contents 


142 Reset to the factory settings. 


Detail : Reset to the factory settings. 


After you selected the test. 


Status Display of Switch Box 


Testing 


OK 


NG 


※ Reset will be executed the next reboot timing, If you execute this test. 


Test No. Test contents 
Lod Data load of PEQ Data Transfer 


Detail : Load the PEQ Data from USB memory to the Switch Box. 


* This function is required to transfer the original data to the new sheet, when the DM sheet or Switch Box 
is replaced. 


After you selected the test. 


The detail of this test, please refer to the contents of “4-6. PEQ Data Transfer of Switch Box Replacement" 


Status Display of Switch Box 
Stand by for inserting a USB flash 
ーー i лб 
Loading 
Ends 


X Refer to the error list about test No. "SAv? 
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Test No. Test contents 
SAv Data save of PEQ Data Transfer 


Detail : Load the PEQ Data from USB memory to the Switch Box. 
* This function is required to transfer the original data to the new sheet, when the DM sheet or Switch Box 
is replaced. 


After you selected the test. 


The detail of this test, please refer to the contents of “4-6. PEQ Data Transfer of Switch Box Replacement" 


Details Display of Switch Box 
Stand by for inserting a USB flash 
memory. 
d --- 
i PAS 


X Refer to the error list about test No. “SAv? 


Error list 


** No files 


** Error of writing 


++ Error of Reading 


** Protected of USB device 


** Disk is full 


** No format of USB device 


** Data error 


++ Inner error 


** Other error 
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Test No. Test contents 


t45 Leave test mode 


Detail : Leave test mode and reboot. 
* |f you execute this test, do not shut down the power until the main screen is displayed. 


Test No. Test contents 
t46 Panel LED sheet check 


Detail : Disuse. 
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画 テ スト モー ド 


テス トモ ー ド は 、 電 気 系 シス テム の 動作 を 検査 する た め の プ ログ ラム で す 。 テ スト モー ド の 中 に は 、 キ ー セ ン サ ー、 ペ ダル 
セン サー、 ハ ンマ ー セ ン サ ー (GP の 場合 ) の それ ぞ れ の 演奏 情報 検出 位置 を 確認 する テス ト 項 目 が 用 意 さ れ て いま す 。 

各 テ スト 項目 で 操作 ガイ ド 音 を 確認 する 場合 は 、 ヘ ッ ド フォ ン を 接続 し 、VOLUME ツマ ミ で 適切 な 音量 に 調整 し て くだ さ 
t AN 


以下 の よう な 場合 は 、 テ スト モー ド の セン サー 検出 位置 情報 を 確認 する こと で 、 不 具合 発生 時 の 原因 の 切り 分 け に 役立ち ま 
す 。 


・ 消音 演奏 時 の 電子 音 に 、 音 量 の バラ つき や 発音 不良 、 ペ ダル 効果 の 不具 合 が 確認 され た 場合 


[テス トモ ー ド 起動 方 法 ] ※ SC2 も 同じ ボタ ン 配 置 で す (1 SH2 ) 
起動 方 法 起動 手順 画面 表示 

パネ ル ボ タン [5] + [6] + [11] を 押さ えな が ら [4] 電源 ボタ ン を 押す Z 
鍵盤 29C# + 33F + 36G# を 押さ えな が ら [4] 電源 ボタ ン を 押す tot 


起動 用 ボタ ン 以 外 を 押し て いる 場合 は 、Error 表示 が 出 ます 。 
ボタ ン の 配置 を 確認 後 、 再 度 実施 し て くだ さい 。 


スイ ッ チ ボッ クス 各 ボ タン 配置 図 


前 面 [1 2 3 


(グラ ンド ピア ノ の み ) 91110 11 12 


= (Acoustic) 


об = 


PHONES В — 


— , 
m 


4 5 6 7 8 ees 
底面 l- 
OOOOO LL L 
スイ ッ チ / ボタ ン は 底面 か ら 上 方 向 に 押し ます 。 | 


[テス トモ ー ド 操作 手順 ] 
1) テス トモ ー ド を 起動 させ る 。 
[7] ボタ ン で 次 の テス ト 項 目 を 、[6] ボタ ン で 前 の テス ト 項 目 を 選択 する 。 
も し く は 、[VOLUME] つま み を 回 し て テス ト 項 目 を 選択 する 。 
[8] ボタ ン を 押し 、 選 択 し た テス ト 項 目 を 起動 させ る 。 
選択 し た テス ト 項 目 の 手順 に 沿っ て 、 テ スト を 実施 する 。 
( 例 : テス ト が 無事 終了 し た 場合 の 表示 例 ) 


bo 
< 


£ て CO 
— ニン 


( 例 : エラ ー 表 示例 ) 


テス トモ ー ド が 無事 実行 され た 場合 は 、 そ の 項目 に DP (.) が 表示 され る 。 
( 例 : テス ト No.2 が 実施 済み の 場合 ) 


上 .U.C. 
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5) テス ト 終 了 後 、[8] ボタ ン を 押し 、 テ スト 項目 を 終了 させ 、 テ スト 項目 選択 画面 に 戻る 。 
た だ し テス トモ ー ド 実施 後 、 NG が 表示 され た 場合 、[8] ボタ ン は 無効 な た め [5] ボタ ン 、 も し く は 1Key を 押し て 、 
テス トモ ー ド を キャ ン セ ル さ せる 。 


6) 電源 を OFF する 、 も し く は テス ト No. “45” を 選択 、 実 行 し 、 テ スト モー ド を 終了 する 。 


[8] 
E 「 гта テス ト 項 目 実施 
<= 
һы шы шш шш шш шш шш шш шш 3 
[5] (キャ ン セ ル ) 
[6] or [7] : [6] or [7] 


テス トモ ー ド 終了 
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る @ テ スト 項目 一 覧 
= = エン トリ ー T" д 
番号 тА ҺЕ MIDI 自動 判定 MIDI OUT 起動 鍵盤 
1 | バー ジョ ン 表 示 AO 01 00 х O C#1 
2 | メモ リ チ ェ ッ ク 1 オー ル A3 18 00 O O D#1 
3 ROM チェ ッ ク 1 АО ОЗ 00 О О D1 
4 |RAM チェ ッ ク 1 AO 04 00 O O E1 
5 |WaveROM チェ ッ ク 1 AO 06 OO 〇 © F1 
6 |WaveRAM チェ ッ ク 1 AO 07 00 O О Е2 
7 |EffectRAM チェ ッ ク 1 AO 0C 00 O O А1 
8 |Pitch チェ ッ ク АО 13 00 x x B1 
9 Output Level R チェ ッ ク AO 14 00 x x F#1 
10 Output Level L + チェ ッ ク AO 15 00 x x G#1 
11 DAC MUTE チェ ッ ク A3 14 00 х х G2 
12 EX-MUTE チェ ッ ク A3 30 00 х х G#2 
13 | MUTE チェ ッ ク AO 20 00 х х A#1 
14 SP CTRL の チェ ッ ク AO 1F 00 x x A2 
15 異常 検知 回 路 チ ェ ッ ク A3 1E 00 x x C2 
16 | ヘッ ド フ ォ ン 挿 抜 チ ェ ッ ク A3 13 00 O O G3 
17 GM-IN チェ ッ ク A3 35 00 O O F4 
19. aE spa АЗ 38 00 О О Е#4 
19 |AUX-IN チェ ッ ク A3 OF 00 х х Е#2 
20 Bluetooth F x » 7 A3 4B 00 x x G4 
21 |SW & LED チェ ッ ク AO 22 00 х О C#3 
22 | 白色 LED 点灯 チェ ッ ク A3 57 00 х х ЕЗ 
23 |OtherLED 点灯 A3 58 00 x x E3 
24 |UI Test x x 
25 Main ボリ ュー ムチ ェ ッ ク AO 64 00 О 〇 D#3 
26 77h (シフト) ペダ ル セ ン サー チェ ッ ク АО 2С 00 х O G#3 
27 | ソス テ ヌ ー ト ペダ ル セ ン サー テス ト (※ SC2 は な し ) AO 2D 00 х О A#3 
28 | ダン パー ペダ ル セ ン サー テス ト AO 2E OO O O C#4 
29 |MIDI チェ ッ ク АО 38 00 @ @ Е2 
30 [USB 接続 チェ ッ ク AO 57 OO O @ С#2 
31 |USB-Storage チェ ッ ク AO 58 00 O O D2 
32 | 鍵盤 種別 チェ ッ ク AO ЗВ 00 O O B3 
33 | キー セン サー テス ト АЗ 22 00 О О A4 
34 | キー セン サー ALL テス ト АЗ 23 00 О 〇 A#4 
35 | ハン マー セン サー テス ト (グラ ンド ピア ノ ) АЗ 39 00 О 〇 B4 
36 ROM チェ ッ ク 2 AO 41 00 〇 〇 C5 
37 RAM チェ ッ ク 2 AO 42 00 O O D5 
38 | WaveROM チェ ッ ク 2 AO 45 00 O O E5 
39 | WaveRAM チェ ッ ク 2 АО 46 00 O e F#5 
40 | EffectRAM チェ ッ ク 2 AO 47 00 О О 95 
41 | ピア ノ 機 種 設定 A3 3A 00 х х В5 
42 | 設定 を 工場 出荷 時 の 状態 に 戻す AO 54 00 O O C#5 
Lod | 響 板 特性 補正 PEQ デー タロ ー ド х х А5 
SAv | 響 板 特性 補正 PEQ デー タ セ ー ブ х х А#5 
45 | テス トモ ー ド 終了 AO 56 00 x x C7 
46 | パネ ル LED シー トチ ェ ッ ク A3 4D 00 x x 
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テス ト No. テス ト 項 目 


101 バー ジョ ン 表 示 


内 容 : バー ジョ ン が 表示 され ます 。 
プロ グラ ム の アッ プ デ ー ト に つい て は 、“ プ ログ ラム アッ プ デ ー ト " の 項目 を 参照 し て くだ さい 。 


テス ト 選 択 後 (SH2 の 場合 ) 
※ 各 内 容 の 表示 切替 は 、 ス イッ チ ボ ッ クス の [6] [7] ボタ ン で 切替 が 可能 で す 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 


モデ ル 名 表示 


Main Program バー ジョ ン 


А. 


WAVE ROM バー ジョ ン 


鍵盤 プロ グラ ム バ ー ジ ョ ン 


Func. 


仕向 け 
(E: 日 本 以外 、J: 日 本 ) 


HHB B RB 


Silent SH2/SC2 Series (UP/GP) 


テス ト 選 択 後 (SC2 の 場合 ) 


1 |※ SC2 シリ ー ズ の バー ジョ ン 確 認 方 法 に つい て は 、7segLED が 搭載 され て いな いた め 
各 鍵 盤 を 押し た と き の 発 音 に よっ て 判断 する 必要 が あり ます 。 

AC —13A Main Program バー ジョ ン 整数 部 

16C— 25A Main Program バー ジョ ン 小数 点 第 1 位 

28C ~ 37А Main Program バー ジョ ン 小数点 第 2 位 

40C ~49A WAVE ROM バー ジョ ン 整数 部 

52C 一 61A WAVE ROM バ ー ジ ョ ン 小数 点 第 1 位 

64C — 73А WAVE ROM バー ジョ ン 小数 点 第 2 位 


зајено за 25120315 

i. = I 

| 『 j ] 
| | | 


押さ れ た 鍵盤 に 対応 する 数 字 が 現在 の バー ジョ ン と 一 致す る 場合 は 、OK ë (52C) が 
一 致し な い 場 合 は 、NG 音 (28C) が 発音 され ます 。 


鍵盤 と バー ジョ ン 数 値 対比 表 
C C#| D | D# E F | F# G G A 
0 1 2 3 4 5 6 T 8 9 


( 例 : Main Program バー ジョ ン が 1.01 の 場合 ) 
5C£, 16C, 29C# を 押す と 、52C が 発音 され ます 。 
それ 以外 の 鍵盤 を 押す と 、28C が 発音 され ます 。 


2 |1Key を 押す と 、t01 を 終了 し ます 。 
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テス ト No. テス ト 項 目 
102 メモ リ チ ェ ッ ク 1 オー ル 


内 容 : 103 ROM チェ ッ ク 1 
t04 RAM チェ ッ ク 1 
t05 WaveROM チェ ッ ク 1 
t06 WaveRAM チェ ッ ク 1 
t07 EffectRAM チェ ッ ク 1 
以上 の 5 項目 が 順番 に 、 一 括 で 実行 され ます 。 た だ し 、NG を 検出 し た 場合 は 、 そ の 時 点 で チェ ッ ク が 終了 し ます 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
FAK (MIA) を 表示 


OK 時 (PAS) を 表示 


CA の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 (nG) を 表示 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 


テス ト No. テス ト 項 目 
t03 ROM チェ ッ ク 1 


ABS: : CPU バス に つなが れ て いる ROM の リー ド テ スト ( 全 ア ドレ ス 線 、 全 デー タ 線 を リー ド し 、 チ ェ ッ クサ ム 検 査 ) を 
行い ます 。 ま た 、Write ピン チェ ッ ク も 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 
テス ト 中 
OK 時 
CA の サイ ン 波 が 1 秒間 発音 され ます 。 
ROM NG 時 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 


ROMWritePin チェ ッ ク NG 時 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 
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テス ト 項 目 


RAM チェ ッ ク 1 


内 容 CPU バス に 接続 され て いる RAM の リー 
ライ ト 後 に リー ド し 、 一 致 確認 を 行い ます 。 


“グラ イト テス ト (結線 検査 ) を 行い ます 。 全 アド レス 線 、 全 デー タ 線 に 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 
テス ト 中 i H 
OK 時 
NG 時 
テス ト No. テス ト 項 目 
105 WaveROM チェ ッ ク 1 


内 容 : WaveROM (NAND Flash) の リー ド テ スト を 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 
テス ト 中 
OK 時 
CA の サイ ン 波 が 1 秒間 発音 され ます 。 
NG 時 
C2 の サイ ン 波 が 1 秒間 発音 され ます 。 
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=Z F №. 


テス ト 項 目 


106 


WaveRAM チェ ッ ク 1 


AS: Wave КАМ の リー ド テ スト を 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 
テス ト 中 
OK 時 
C4 の サイ ン 波 が 1 秒間 発音 され ます 。 
NG 時 
C2 の サイ ン 波 が 1 秒間 発音 され ます 。 
テス ト No. テス ト 項 目 
107 EffectRAM チェ ッ ク 1 


内 容 Effect RAM の チェ ッ ク を 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 
テス ト 中 
OK 時 
CA の サイ ン 波 が 1 秒間 発音 され ます 。 
NG 時 
C2 の サイ ン 波 が 1 秒間 発音 され ます 。 
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テス ト No. テス ト 項 目 


108 Pitch チェ ッ ク 


内 容 : 正弦 波 441.0Hz (АЗ) を DAC 入力 で ブル ビッ ト の -12dB、PAN= セン ター で 発音 され ます 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止 り ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 


テス ト No. テス ト 項 目 


t09 Output Level R チェ ッ ク 


AZ: PAN=R で 発音 し 、 指 定 さ れ た レベ ル で 発音 され て いる か を チェ ッ ク し て くだ さい 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止 り ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 


C5 (1046.5Hz) 発音 中 


テス ト No. テス ト 項 目 


t10 Output Level L チェ ッ ク 


AA: PAN=L で 発音 し 、 指 定 さ れ た レベ ル で 発音 され て いる か を チェ ッ ク し て くだ さい 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止 り ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 


C5 (1046.5Hz) 発音 中 
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テス ト No. テス ト 項 目 
t11 DAC MUTE チェ ッ ク 


: 1049Hz (C5) の 正弦 波 を 、 特 定 レ ベル (DAC 入力 で フル ビッ ト の -12dB) 、PAN= セン ター で 発音 し 、[6] ボタ ンプ [7] 
ボタ ン に て DAC MUTE を ON/OFF し 、DAC MUTE が 効く こと を 確認 し て くだ さい 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止ま り ま す 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 


DAC MUTE ON 中 E 


C5 の サイ ン 波 が 発音 され ます 。 


DAC MUTE OFF 中 


テス ト No. テス ト 項 目 
t12 EX-MUTE チェ ッ ク 


内 容 : 1049Hz (C5) の 正弦 波 を 、 特 定 レ ベル (DAC 入力 で フル ビッ ト の -12dB) 、PAN= セン ター で 発音 し 
ボタ ン に て EX-MUTE 信号 を ON/OFF し 、 外 部 接続 回 路 が ON/OFF され る か チェ ッ ク し ます 。 
ヘッ ド フ ォ ン が 接続 され て いて も 、 ト ラン ス デ ュー サー か ら 発 音 さ れ ま す 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止ま り ま す 。 


、[6] ボタ ング [7] 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 


EX-MUTE ON 中 


EX-MUTE OFF 中 
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テス ト No. テス ト 項 目 


t13 MUTE チェ ッ ク 
内 容 1049Hz (C5) の 正弦 濾 を 、 特 定 レ ベル (DAC 入力 で フル ビッ ト の -12dB) 、PAN= セン ター で 発音 し 、[6] ボタ ン ン [7] 
ボタ ン に て MUTE を ON/OFF し 、MUTE 回 路 が 動作 する こと を 確認 し て くだ さい 。 
ヘッ ド フ ォ ン で 確認 し て くだ さい 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止ま り ま す 。 
スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
MUTE ON 中 
ーー o FF 


テス ト No. テス ト 項 目 
t14 SP CTRL の チェ ッ ク 


内 容 : 1049Hz (C5) の 正弦 濾 を 、 特 定 レ ベル (DAC 入力 で フル ビッ ト の -12dB) 、PAN= セン ター で 発音 し 、[6] ボタ ン ン [7] 
ボタ ン に て SP CTRL 信号 の ON/OFF を 切り 替え て 、 故 板 ス ピー カー が ON/OFF され る か チェ ッ ク し ます 。 
この テス ト 項 目 を 抜け る と 、 発 音 が 止ま り ま す 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 


SP CTRL ON 中 


SP CTRL OFF 中 
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テス ト No. ト 項 目 


テス 
t15 異常 検知 回 路 チ ェ ッ ク 
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AB: デジ タル Volume フェ イル セー フ 用 、 異 常 検知 回 路 が 正しく 動作 し て いる か を 確認 し て くだ さい 。 異常 検知 回 路 が 


検出 で き な い 場合 は NG に な り ま す 。NG で 無い 場合 ち テ スト 中 は 正弦 波 АЗ (441Hz、DAC 入力 で フル ビッ ト の 
-12dB、PAN= セン ター) を 発音 し 続け る の で 、[7] ボタ ング [6] ボタ ン に て 機能 を 有効 / 無効 に し て 、mute が か 
か り リ レー が 切れ る 事 を 確認 し て くだ さい 。 

この テス ト 項 目 を 抜け る と 、 発 音 が 止ま り ま す 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
異常 検知 回 路 検 出 失 敗 


異常 検知 回 路 無効 
АЗ の サイ ン 波 が 発音 され ます 。 


異常 検知 回 路 有効 


テス ト No. テス ト 項 目 


116 ヘッ ド フ ォ ン 搬 抜 チェ ッ ク 


内 容 : ヘッ ド フ ォ ン の 挿 抜 を 検知 で きる こと を 確認 し て くだ さい 。 
テス ト 項 目 が 選択 され る と 、C3 の サイ ン 波 が 鳴り ます 。 
ヘッ ド フ ォ ン を 接続 する と 、 サ イン 波 の 音 高 が C4 に 変わ り ま す 。 
ヘッ ド フ ォ ン を 取り 外す と 、 サ イン 濾 が 止ま り 、 検 査 が OK と な り ま す 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 


ヘッ ド フ ォ ン ジャ ッ ク 未 挿入 


ヘッ ド フ ォ ン ジャ ッ ク 挿 入 検知 
C4 の サイ ン 波 が 発音 され ます 。 
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テス ト No. テス ト 項 目 


t17 GM-IN チェ ッ ク 


内 容 : アン プ ユ ニッ ト と の コネ クタ 接続 状態 (GM-IN ポー ト の 状態 ) を チェ ッ ク し て くだ さい 。 ま た 、 接 続 さ れ て いる 場合 は 、 
GM 基板 に 搭載 され て いる E-PNS3 の デバ イス ID を 確認 し 、Ebus 通信 が 可能 で ある こと を チェ ッ ク し ます 。 


ж GM 基板 が 必要 な い モ デル で は 実施 され ませ ん 。 (もしくは NG が 正しい と 判定 し ます 。) 


スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


(デバ イス ID 確認 中 ) 


コネ クタ 接続 、EPNS3 デバ イス ID OK 


コネ クタ 未 接続 、 も し く は デバ イス ID 
取得 NG 


テス ト No. テス ト 項 目 


t18 モー ター チェ ッ ク 


内 容 : モー ター の 駆動 系 を チェ ッ ク し ます 。 正 転 方 向 (Silent 方 向 ) 、 反 転 方 向 (Acoustic 方 向 ) へ の 動作 を 確認 し ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 
反転 方 向 (Acoustic 方 向 ) に モー ター を 
駆動 し ます 。 


(Silent 方 向 に モー ター を 駅 


s s GM po sis 


NG 時 
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テス ト No. | FARE 
t19 AUX-IN チェ ッ ク 


ABZ: AUX IN に 入力 し た 信号 を 、AUX OUT か ら 出 力 し ます 。 ま た 、AUX IN 端子 の ジャ ッ ク 捕 抜 状態 も 表示 され ます 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 


MN EX 


ジャ ッ ク 挿 人 入 検知 


テス ト No. テス ト 項 目 
120 Bluetooth チェ ッ ク 


内 容 Bluetooth の 接続 を 確認 する 。 Bluetooth モジ ュー ル 搭 載 時 は 、Bluetooth モジ ュー ル の バー ジョ ン を 表示 し 、 モ ジュ ー 
ル か ら の オー ディ オ 再 生 を 行い ます 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
Bluetooth Е モジ ュー ル 搭 載 確認 中 


Bluetooth Е モジ ュー ルル バージョン 表示 
(Bluetooth € モジ ュー ル 搭 載 ) 


Bluetooth * モジ ュー ル 非 搭載 
(バー ジョ ン 表 示 な し ) 
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テス ト 項 目 


t21 SW & LED チェ ッ ク 


\: パネ ル SW を ON する と ON 中 は SW に 該当 する 音程 で 発音 し 続け 、CH1 に 
る と 消音 し 、CH1 に て MIDI 出力 され ます 。 そ の SW に LED が ある 場合 、 


ON で 消灯 し ます 。 


7Seg テス ト は Sw テス ト が すべ て 終了 し た 時 


7seg の チェ ッ ク で は 、 
[7] ボタ ン 
[6] ボタ ン 
順番 通り に 


: ひと つ 戻 る 


7seg が 点灯 する こと を 確認 し ます 。 


点 で 行う 事 が で きま す 。 
[6] ボタ ング [V] ボタ ン を 押す 事 で LED WO PO RT 


:3 っ 2 一 1 桁 目 の 順 で 、 そ れ ぞ れ ATB 一 ・・・ 一 旦 の 順に 点灯 


て MIDI 出力 され ます 。SW を OFF + 
LED を 点灯 し ます 。 次 の 正しい SW の 


グ 消 灯 し ます 。 


スイ ッ チ ボッ クス 表示 


SH2 (7segLED) 


[5] ボタ ン 押 下 


の 
TN | 
N 


[6] ボタ ン 押 下 


[7] ボタ ン 押 下 


[B] ボタ ン 押 下 


Func. 


[Enc.SW] 押下 


[Vol.SW] 押下 


кешеа керы 


[7] ボタ ン 押 下 で 7segLED 順次 点灯 
aE 27, 


7segLED の 点灯 順 を 確認 し て く だ さ い 。 


m I" л E Ë 8 8 B 
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スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


指定 以外 の SW が 押さ れ た 時 、 
(---) を 表示 


複数 の スイ ッ チ が 押さ れ た 時 


テス ト 終 了 


(7seg チェ ッ ク を 含む ) 


テス ト No. 


テス ト 項 目 


t22 


白色 LED 点灯 チェ ッ ク 


内 容 : パネ ル 白 色 LED の み 点 灯 し ます 。 


スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


テス ト 中 は 


(LW) が 表示 され ます 。 


テス ト No. 


テス ト 項 目 


t23 


OtherLED 点灯 


内 容 パネ ル 白 色 LED 以外 を 点灯 し ます 。 


スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


テス ト 中 は 


(LO) が 表示 され ます 。 


テス ト No. 


テス ト 項 目 


124 


UI Test 


AB: 使用 し ませ ん 。 
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テス ト No. 


テス ト 項 目 


125 


Main ボリ ュー ムチ ェ ッ ク 


AB: Main ボリ ュー ム の 最小 値 、 最 大 値 、 中 間 値 を 検知 し ます 。 
Main ボリ ュー ム を Min — Max — Mid に 変更 し て 確認 し ます 。 
Main ボリ ュー ム 値 を 画面 に 表示 し ます (最小 値 0 一 最大 値 255) 。 


スイ ッ チ ボッ クス 表示 


SH2 (7segLED) 


SC2 


チェ ッ ク 開 始 時 


Main ボリ ュー ム を 動か す と 、 値 を 表示 
(0 — 255) 


最小 値 を 検知 する と 、1 桁 目 の DP が 点灯 


最大 値 を 検知 する と 、3 桁 目 の DP が 点灯 


OK 時 (中 間 値 検知 ) 
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テス ト No. テス ト 項 目 
126 ソフ ト (シフ ト ) ペダ ル セ ン サー チェ ッ ク 


内 容 : ソフ ト (シフ ト ) ペダ ル の ON/OFF を 検知 し ます 。 


テス ト 選 択 後 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) 


テス ト 開 始 時 


ON 検知 時 
(73A が 発音 ) 


SC2 
2 


(UP の 場合 ) 
ソフ トペ ダル を 踏み 、 ハ ンマ ー レ ー ル が 始動 位置 か ら 2mm ~ 
3mm 動い た と ころ で セン サー が ON に な る こと を 、 操 作 ガ イド 


音 で 確認 し ます 。 
※ 調 整 が 必要 な 場合 は 、、 ソ フト ペダ ル セ ン サー 調整 ネジ を 回 し 、 
調整 し ます 。 


(GP の 場合 ) 
シフ トペ ダル を 踏み 、 ア クシ ョ ン が 始動 位置 か ら 1mm 動い た 
と ころ で セン サー が ON に な る こと を 、 操 作 ガ イド 音 で 確認 し 


ます 。 
※ 調 整 が 必要 な 場合 は 、、 シ フト ペダ ル セ ン サー 調整 ネジ を 回 し 、 
調整 し ます 。 


OFF 検知 時 
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Upright Piano 


[ソフ トペ ダル セン サー 調整 箇所 ] 


ソフ トペ ダル セン サー 調整 ネジ トノ |) МА 


ソフ トペ ダル セン サー 調整 ネジ ペダ ル ま た は ペダ ル 天 各 


[シフ トペ ダル セン サー 調整 箇所 ] 


シフ トペ ダル セン サー 調整 ネジ 
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テス ト No. 


テス ト 項 目 


127 


ソス テ ヌ ー ト ペダ ル セ ン サー テス ト (※ SC2 は な し ) 


内 容 : ソス テ ヌ ー ト ペダ ル の ON/OFF を 検知 し ます 。 


テス ト 選 択 後 


内 容 スイ ッ チ ボッ クス 表示 


テス ト 開 始 時 


HE w 


ON 検知 時 


ソス テ ヌ ー ト ペダ ル を 踏み 、 ペ ダル の スト ロー ク が お よそ 半分 
の と ころ で セン サー が ON に な る こと を 、 操 作 ガ イド 音 で 確認 
し ます 。 

※ 調 整 が 必要 な 場合 は 、 ソ ステ ヌー トペ ダル セン サー 調整 ネジ 
を 回 し 、 調 整 し ます 。 


OFF 検知 時 


E 


[ソス テ ヌ ー ト ペダ ル セ ン サー 調整 箇所 ] 


Upright Piano Sostenuto Model ソス テ ヌ ー ト ソフ トペ ダル セン サー 調整 ネジ 


Grand Piano ソス テ ヌ ー ト ペダ ル セ ン サー 調整 ネジ 
KD い ニ ロー い パーリー 一 - パ ー- 
M ¿“a 49) 
КА + b. 
x= rE ae “ 
| Ж pe = 
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テス ト No. 


テス ト 項 目 


128 


ダン パー ペダ ル セ ン サー テス ト 


内 容 : ダン パー ペダ ル の ON/OFF を 検知 し ます 。 


テス ト 選 択 後 


スイ ッ チ ボッ クス 表示 


EE] w 


HS w 


ペダ ル の 踏み 込み 量 に より 以下 の と お り 発音 が 変わ り ます 。 
Bonos ws 

テス ト 開 始 時 (ペダ ル OFF Ф) 
ペダ ル OFF 一 中 央 値 持続 音 (73A) 


中 央 値 ご Mex |Ә (73A 40ms 間 隔 ) 


Ma CBE (78A 20ms 間 隔 ) 
OK (On 検知 後 Of) 正弦 波 (52C) 


内 容 
テス ト 開 始 時 
ON 検知 時 
OFF 検知 時 


EE иша 


KBB 


[ダン パー ペダ ル セ ン サー 調整 箇所 ] 


Upright Piano 


み 込 ん だ ら 2 度目 以降 は ブザー 音 は な り ま せん 。 再 度 実行 し て くだ さい 。 


ダン パー ペダ ル セ ン サー 調整 ネジ 


D 


ダン パー ペダ ル セ ン サー 調整 ネジ 
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テス ト No. | テス ト 項 目 
129 MIDI += > Z 


内 容 MIDI ケー ブル で MIDI IN/OUT 端子 を ルー プ 接 続 し 、 信 号 送受 の チェ ッ ク を 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 


チェ ッ ク 開 始 時 (MID) を 表示 


OK 時 (PAS) を 表示 
C4 の サイ ン 波 が 発音 され ます 。 


NG 時 (nG) を 表示 


テス ト No. テス ト 項 目 
t30 USB 接続 チェ ッ ク 


AZ : USB to Device 端子 と USB to Host 端子 の チェ ッ ク を 同時 に 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 SH2 (7segLED) SC2 


テス ト 開 始 時 (L. - を 表示 。 

この 表示 が 出 た ら 、USB ケ ー ブ ル で 
Host 端子 と Device 端子 を ルー プ 接 続 し 
て くだ さい 。 


OK 時 (チェ ッ ク 完 了 時 ) (PAS) を 表示 
C4 の サイ ン 波 が 発音 され ます 。 


NG 時 (nG) を 表示 
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テス ト No. テス ト 項 目 
t31 USB-Storage チェ ッ ク 


AS: USB メモ リ に ファ イル (1KB) を 書き 込み 後 、 フ ァイル を 読み 込み 、 デ ー タ が 一 致す る か 確認 し ます 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
チェ ッ ク 開 始 時 〈USb〉 を 表示 


OK 時 (PAS) を 表示 
CA の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 NG) を 表示 
リー ド ノ ラ イト 和 失 ! 
( プラ イト 失敗 ) C2 の サイ ン 波 が 1 秒間 発音 され ます 。 


メデ ィ ア が 無い (по) を 表示 
(NO DISK の 意味 ) 


テク ト が 掛か っ た メデ 


H 7 (Pro) 
を 表示 (Write Protect の 意味 


A 
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テス ト No. テス ト 項 目 


132 鍵盤 種別 チェ ッ ク 


WE: 接続 され て いる 鍵盤 種別 を 判定 し ます 。 


スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


テス ト 開 始 時 (YP) を 表示 


OK 時 (PAS) を 表示 


NG 時 (nG) を 表示 
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テス ト No. テス ト 項 目 
t33 キー セン サー テス ト 


AR: 鍵盤 が KI~ K4 まで 入る こと を 確認 し ます 。 


テス ト 選 択 後 


内 容 スイ ッ チ ボッ クス 表示 


テス ト 開 始 時 


ON 検知 時 
動作 確認 する キー を ゆっ くり と 押し 込み 、 目 安 と し て 以下 の 鍵盤 の 深 さ で 
発音 が 順次 変化 する こと を 確認 し ます 。 
※ 調 整 が 必要 な 場合 は 、 キ ャ リブ レー ショ ン モ ー ド を 参照 し て くだ さい 。 
※ デ ィ ス プレ イ の 鍵 骨 番 号 に つい て は 、“ 鍵 盤 キ ャ リブ レー ショ ン ” の ペー 
ジ の [用 語 補足 説明 ] を 確認 くだ さい 。 


鍵盤 位置 発音 状態 
LAM 鍵盤 が 押さ れ て いな い 状 態 無音 
K1 鍵盤 の 深 さ : 2.7mm 連続 音 (73A) 
( 例 : 2Key の 場合 ) 
K2 鍵盤 の 深 さ : 4.5mm 断続 音 (73A) 
K3 鍵盤 の 深 さ : 6.3mm 連続 音 (73A) 
K4 鍵盤 の 深 さ : 8.1mm ~ エ ンド | 早い 断続 音 (73A) 
ч PAS 
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テス ト No. 


テス ト 項 目 


134 


キー セン サー ALL テス ト 


AE: TN COMBE. RED K4 まで 入る こと を 発音 で 確認 し ます 。 


テス ト 選 択 後 


全 黒 鍵 を 打鍵 後 、73A が 発音 する こと を 
確認 し て くだ さい 。 


2. 次 に 全 白 鍵 を 打鍵 し て くだ さい 。 
全 白 鍵 を 打鍵 後 、61A が 発音 する こと を 
確認 し て くだ さい 。 


※ テス ト は 、 黒 鍵 か ら 実 行 し て くだ さい 。 


内 容 実施 内 容 スイ ッ チ ボッ クス 表示 
キー セン サー チェ ッ ク 中 1. 全 黒 鍵 を 打鍵 し て くだ さい 。 


キー セン サー チェ ッ ク 終 了 
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テス ト No. テス ト 項 目 


135 ハン マー セン サー テス ト (グラ ンド ビ ピアノ) 


内 容 : ハン マー が M1 — М2 まで 到達 する こと を 確認 し ます 。 


テス ト 選 択 後 


スイ ッ チ ボッ クス 表示 


テス ト 開 始 時 


ON 検知 時 

消音 状態 に し ます 。 

動作 を 確認 し た い キ ー の ハン マー シャ ンク を ワイ ヤー な ど で 引 き 上 ば げ 、 以 

下 の 状態 で 操作 ガイ ド 音 が 順次 変化 する こと を 確認 し ます 。 

※ 実 際 の ハン マー の 動き に 合わ せ 、 レ スト 、M1、M2、 シ ャ ンク スト ッ プ 
位置 の 順番 に 確認 し ます 。 

※ 調 整 が 必要 な 場合 は 、、“ セ ン サ ー ユ ニッ ト の 調整 ” 参照 。 

※ デ ィ ス プレ イ の 鍵盤 番号 に つい て は 、"“ 鍵 盤 キ ャ リブ レー ショ ン "” の ペー 
ジ の 「[ 用 語 補足 説明 ] を 確認 し て くだ さい 。 


ハン マー 位置 発音 状態 

レス トー M1 間 無音 

M1 ハン マー レス ト 位 置か ら 、M2 | 連続 音 3A) 

音 タ イミ ング まで の 間 に 発 
音 さ れる か 確認 し ます 。 
( 例 : 2Key) 

M1 ~ M2 間 無音 

M2 シャ ンク スト ッ プ 位置 連続 音 (73A) 

エン ド 正弦 波 (52C) 


M2 に お ける 発音 時 (OK と 判断 ) 
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テス ト No. テス ト 項 目 


t36 ROM チェ ッ ク 2 


内 容 CPU バス に 接続 され て いる ROM の 全 領 域 の リリ ー ド テス ト 


(チェ ッ ク サ ム 検 査 ) を 行い ます 。 


全 ア ドレ ス を 8bit 加算 し 、 結 果 が 00 [hex] と な る よう に し て くだ さい 。 


スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


テス ト 中 (02 を 表示 


OK 時 (PAS) を 表示 


C4 の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 (nG1) を 表示 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 


テス ト No. テス ト 項 目 


t37 RAM チェ ッ ク 2 


AR: CPU バス に 接続 され て いる RAM の リー ド ノ プラ イト テス ト 


(結線 検査 ) を 行い ます 。 


スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


テス ト 中 (A2) を 表示 


OK 時 (PAS) を 表示 


C4 の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 (nG) を 表示 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 
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テス ト No. テス ト 項 目 
138 WaveROM チェ ッ ク 2 


AA: Wave КОМ の リー ド テ スト (フル アド レス チェ ッ ク サ ム 検 査 ) を 行い ます 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
テス ト 中 (М2) を 表示 


OK 時 (PAS) を 表示 


C4 の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 (nG) を 表示 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 


テス ト No. テス ト 項 目 
t39 WaveRAM チェ ッ ク 2 


ARB: Wave RAM の リー ドブ プラ イト テス ト (結線 検査 ) を 行い ます 。 


スイ ッ チ ボッ クス 表示 
内 容 SH2 (7segLED) SC2 
テス ト 中 (Wa2 を 表示 


OK (PAS) を 表示 


C4 の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 (nG) を 表示 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 


99 


Silent SH2/SC2 Series (UP/GP) 


テス ト №. 


テス ト 項 目 


140 


EffectRAM チェ ッ ク 2 


内 容 : EffectRAM の フル アド レス ベリ ファ イ 検 査 。 
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スイ ッ チ ボッ クス 表示 


内 容 


SH2 (7segLED) 


SC2 


тх КФ (EF2) を 表示 


OK 時 


(PAS) を 表示 


C4 の サイ ン 波 が 1 秒間 発音 され ます 。 


NG 時 


(nG) を 表示 


C2 の サイ ン 波 が 1 秒間 発音 され ます 。 
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=Z F No. テス ト 項 目 
t41 ビア ノ 機種 設定 


ni 


内 容 : アコ ー ス ティ ッ ク ピ アノ の 機種 を 設定 し ます 。 


テス ト 選 択 後 

(1) 各 内 容 の 表示 切替 は 、 ス イッ チ ボ ッ クス の [6], [7] ボタ ン で 切替 可能 で す 。 

(2) 鍵盤 アク ショ ン サ イズ を 選択 後 、[11] (VOICE/VALUE つま み ) で ROM に 書き 込み ます 。 

(3) ROM へ の 書き 込み が 完了 する と 、7segLED に DP C) が 付与 され て 表示 され ます 。 

※ ここ で 設定 され た デー タ は 、142 (設定 を 工場 出荷 状態 に 戻す ) を 実行 し て も クリ ア さ れ ま せん 。 

x SC2 の 場合 、[11] を 押し て ROM に 書き 込ま れる と 、 ス イッ チ ボ ッ クス の “Func.” ラ ンプ が オレ ンジ 色 に 変わ り ま す 。 
つま り “Func” Ж ボタ ン が オレ ンジ 色 に な っ て いれ ば 、 そ の ディ スプ レイ 表示 状態 を 下図 で 確認 すれ ば 現在 設定 され 
て いる ピア ノ 機 種 が 分 か り ま す 。 


スイ ッ チ ボッ クス 表示 


鍵盤 アク ショ ン サ イズ SH2 (7segLED SC2 


= 


C6X, C7X, S6X, S7X | C6 


C3X, C3TD, C5X, S3X, S5X C3 »/n Func. 


C1X, C1TD, C2X |. C1 


GB1 


YU33, YUS3, YUS5 | U3 


YU11, YUS1, b121 | U1 


YF101C, YF101W M 


Boesendorfer GP | BG1 


Re Func. 


Boesendorfer UP | BU1 »/" Func. 


(Gl: 鍵盤 アク ショ ン サ イズ Сб を ROM へ 書き 込み 完了 し た 状態 ) 
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テス ト No. テス ト 項 目 
142 設定 を 工場 出荷 時 の 状態 に 戻す 


内 容 : ビ ピアノ を 工場 出荷 状態 に し ます 。 


テス ト 選 択 後 


内 容 スイ ッ チ ボッ クス 表示 
テス ト 中 
OK 時 
NG 時 


※ こ こ で テス ト を 実行 し た だ け で は 、 初 期 化 は 実行 され ませ ん 。 実際 に 初期 化 が 実行 され る の は 次 回 電源 起動 時 で す 。 


テス ト No. テス ト 項 目 
Lod 響 板 特性 補正 EQ デー タロ ー ド 


NE : USB メモ リ に 保存 され て いる 響 板 特性 補正 PEQ デー タ を 書き 込み ます 。 
※ こ の 機能 は 、DM シー ト (スイ ッ チ ボッ クス ) を 交換 する 場合 に 、 元 の DM シー ト 内 の デー タ を 新 DM シー ト に 
移行 させ る た め に 使用 し ます 。 
DM シー ト を 交換 し た 際 に は 、 こ の 項目 を 実行 し て くだ さい 。 


テス ト 選 択 後 
テス ト の 詳細 は 、“ ス イッ チ ボ ッ クス 交換 時 の PEQ デー タ 移 行 " を 参照 し て くだ さい 。 


内 容 スイ ッ チ ボッ クス 表示 
USB 挿入 待ち 
ロー ド 中 
正常 終了 時 


102 ※ 想 定 さ れる エラ ー 表 示 は 、 テ スト Мо. “SAV を 参照 し て くだ さい 。 
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テス ト No. テス ト 項 目 
SAv 響 板 特性 補正 PEQ デー タ セ ー ブ 


内 容 : 個々 の ピア ノ 毎 に 設定 され た 故 板 特性 補正 PEQ デー タ を USB メモ リ に 保存 し ます 。 
※ こ の 機能 は 、DM シー ト (スイ ッ チ ボッ クス ) を 交換 する 場合 に 、 元 の DM シー ト 内 の デー タ を 新 DM シー ト に 
移行 させ る た め に 使用 し ます 。 
DM シー ト を 交換 し た 際 に は 、 こ の 項目 を 実行 し て くだ さい 。 


テス ト 選 択 後 
テス ト の 詳細 は 、“ ス イッ チ ボ ッ クス 交換 時 の PEQ デー タ 移 行 " を 参照 し て くだ さい 。 


内 容 スイ ッ チ ボッ クス 表示 
USB 挿入 待ち 
セー ブ ガ ブ 中 
正常 終了 時 


され る エラ ー 表 示 


è 
ei 


に ハ 


+ ファ イル な し 


・ リ ー ド エラ ー 


+ ライ ト プ ロ テク ト 


… ディス ク フ ル 


… 未 フ ォ ー マ ッ ト デ ィ ス ク 


… 内 部 エラ ー 


…・ その他 エラ ー 
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t45 テス トモ ー ド 終了 


内 容 : テス トモ ー ド を 終了 し 、 再 起動 し ます 。 
※ こ の テス ト を 実行 後 は 、 メ イン 画面 が 表示 され る まで 電源 を 切ら な いで くだ さい 。 


146 パネ ル LED シー トチ ェ ッ ク 


内 容 : 使用 し ませ ん 。 
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ШИ CONTENTS (目次 
UNIT COMPARISON BETWEEN MODELS 


PARTS LIST 


PEDAL UNIT LH (ペダ ル ユ ニッ ト LH) 


(モデ ル 間 で の ユニ ッ ト 比 較 表 ) kk 2 (Silent SH2/SC2 Series (ОР))............................................ 54 
OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (UP)) PEDAL UNIT LG (ペダ ル ユ ニッ ト LG) 
U1,YU11,YUS1.U3,YU33,YUS3,U3S,YUS3S,YUS5 ............. 14 (Silent SH2/SC2 Series (GP)) ........................................... 55 
OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (UP)) PEDAL UNIT L (ペダ ル ユ ニッ ト [) 
Cambridge,ClassicT,Cocerto,Conservatore,K121CL, (Silent SH2 Series (UP))........................... sess 56 
Р116,Р121,Р124,5Е122,5Е132,507.................................... 20 PEDAL UNIT SH (ペダ ル ユ ニッ ト SH) 
OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (UP)) (Silent SH2 Series (ОР)).................................................... 56 
МЕТО ——————— 26 PEDAL UNIT SH2 (ペダ ル ユ ニッ ト SH2) 
OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (GP)) ...... 29 (Silent SH2/SC2 Series (ОР))............................................ 57 
OVERALL ASSEMBLY ( 総 組立 ) (Silent SC2 Series (UP))....... 33 PEDAL UNIT SG (ペダ ル ユ ニッ ト SG) 
OVERALL ASSEMBLY ( 総 組立 ) (Silent SC2 Series (ОР))....... 36 (Silent SH2 Series (@Р))................................................... 58 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) PEDAL UNIT SG (ペダ ル ユ ニッ ト SG) 
(Silent SH2 Series (GP)) ................................................... 39 (Silent SC2 Series (ӘР))................................................... 59 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) PEDAL UNIT SOC (ペダ ル ユ ニッ ト SOC) 
(Silent SH2 Series (UP))................................................... 43 (Silent SH2 Series (UP))................................................... 60 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) PEDAL UNIT SOG (ペダ ル ユ ニッ ト SOG) 
(Silent SH2 Series (GP)) u, uuu aus ーーー 44 (Silent SH2 Series (ӘР))................................................... 61 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) DC IN UNIT (DCIN ユニ ッ ト ) 
(Silent SC2 Series (UP)).................................................... 46 (Silent SH2/SC2 Series (ОР))............................................ 62 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) MOTOR DRIVE UNIT (MD ユニ ッ ト ) 
(Silent SC2 Series (GP)) ................................................... 47 (Silent SH2 Series (GP)) ................................................... 63 
SWITCH BOX UNIT (SW-BOX ユニ ッ ト ) ELECTRICAL PARTS (電気 部 品 ) 
(Silent SH2 Series) ......................... sess 48 (Silent SH2 Series) ......................................-......-...... 64 — 86 
SWITCH BOX UNIT (SW-BOX ユニ ッ ト ) ELECTRICAL PARTS (電気 部 品 ) 
(Silent SC2 Series) нени Ri 51 (Silent SC2 Series).................................................. 87 — 102 
Notes : DESTINATION ABBREVIATIONS 

A: Australian model P: Brazilian model 

B: British model Q: South-east Asia model 

C: Canadian model R: Russia/Gulf models 

D: German model T: Taiwanese model 

E: European model U: U.S.A. model 

F: French model V: General export model (110V) 

H: North European model W: General export model (220V) 

| : Indonesian model N,X: General export model 

J: Japanese model Y: R, AP AH, T, P models 

K: Korean model AH: Hong Kong model 

M: South African model AP: Asian model 

O: Chinese model 

E WARNING 


Components having special characteristics are marked A and must be replaced with parts having 


specification equal to those originally installed. 


ZH 


くだ さい 。 


AN у 上 品 は 、 安 全 を 維持 する た め に 重要 な 部 品 で す 。 交 換 す る 場合 は 、 安 全 の た め に 必ず 指定 の 部 品 を 


e The second letter of the shaded ( 
e The second letter of the shaded ( 


* PART NO. が *—” 


* The numbers “QTY” show quantities for each unit. 

° The parts with "--" in "PART NO” are not available as spare parts. 

e This mark " ) " in the REMARKS column means these parts are interchangeable. 
) part number is O, not zero. 

) part number is 1, not one. 

*QTY 欄 に 記さ れ て いる 数 字 は 、 各 ユニ ッ ト 当 た り の 使用 個数 で す 。 

の 部 品 は 、 サ ービス 用 部 品 と し て 準備 され て お り ま せん 。 
*REMARKS ЖО [)] マー ク の 部 品 は 、 併 用 部 品 で す 。 

* 網 掛け の 付い た PART NO. の 2 番目 の 文字 は 「 ゼ ロ 」 で は な く 、「 オ ー」 CF. 

* 網 掛け の 付い た PART NO. の 2 番目 の 文字 は 「 イ チ ] で は な く 、「 ア イ 」| CF. 


Silent SH2/SC2 Series (UP/GP) 


ll UNIT COMPARISON BETWEEN MODELS (モデ ル 間 で の ユニ ッ ト 比 較 表 ) 


° Silent Type: SH2 


PIANO MODEL (モデ ル ) U1/YU11/YUS1 
DESTINATION (仕向 ) E model U model A model J model K model Y model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 

OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE0220) | (VAE0310) | (VAE0220) | (VAE0310) | (VAE0220) | (VAE0310) | (VAE0220) | (VAE0310) | (VAE0220) | (VAE0310) | (VAE0280) | (VAE0310) 
USER PACKAGE SET (同行 品 セッ ト ) (VAQ5610) = (VAD1700) = (VAD1730) ра (VAD1680) = (VAD1760) - (VAD1800) ー 

SWITCH BOX UNIT(SW-BOX ユ ニッ ト ) ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419400 | ZZ419700 
DM circuit board (DM シー ト ) ZX920500 = - zi — - - = — *> <= = 
PANEL circuit board(PANEL シ ー ト ) ZZ433500 = Ыр = — - *= = — Еа = = 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = = = = = = = = des + = 
AUXO circuit board(AUXO シ ー ト ) ZZ433900 = = a *= = 4+ а= 4 = d = 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 Wa = - = - = — = = == = 

BT circuit board(BT シ ー ト ) *BlueTooth ZV588600 — — — — жа — + — = 

BOTTOM CASE (ボトム ケー ス ) ZY715300 = = x = = = = = 4 = = 
TOP COVER( ト ッ プ カバ ー) ZY715800 == = = = es = = = 4 = 4 

PANEL CASE( パ ネル ケー ス ) ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 

PANEL PLATE( パ ネル プレ ー ト ) ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = 4= АЕ — — — - = + E < 

KNOB-VOLUME/VOICE/VALUE(/7) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZW580900 = = += = + = = = = = = 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ZA576000 = ー = = = = = = = = 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 <= = = = = = = = = SES xx 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 


HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) 


HS3 circuit board (ハン マー セン サー シー ト ) 


*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
EMIT circuit board (ハン マー 発光 シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 


KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 = ー = = = = = = = = = 

PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) |WN822001 ー ー ー <= <= <= < + + + = 
PEDAL UNIT SOFT (ペダ ル ユ ニッ トン ソノ フト) WP172200 = = = = = = = = = = = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) 

DC-IN Unit (DC-IN ユニ ッ ト ) 77461500 = = = = = = = = = = = 
DC IN circuit board(DC INZ—H) VAM42300 = = = = = = = = = = = 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) 
GMB3 circuit board(GMB3 シ ー ト ) 


HEADPHONE (ヘッ ド フ ォ ン ) HPH200P _ " - = _ " " Е " HPH200P " 
ZA941600 ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) |ZY718300| ~ ー ー ー ー ー ー ー — |2ү718300] ~ 

АС ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 ~ ー ー = -  [zw587800 ~ ー ー 

АС CORD (AC コ ー ド ) VAc76400| + |2Р300600) ~ F -  [Wv221400 + |276891000]| ~ 


Dongle (ドン グル ) UD-WLO1 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


PIANO MODEL (モデ ル ) U3/YU33/YUS3 
DESTINATION (仕向 ) E model U model A model J model K model Y model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 

OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE0230) | (VAE0320) | (VAE0230) | (VAE0320) | (VAE0230) | (VAE0320) | (VAE0230) | (VAE0320) | (VAE0230) | (VAE0320) | (VAE0290) | (VAE0350) 
USER PACKAGE SET (同行 品 セッ ト ) (VAQ5610) = (VAD1700) = (VAD1730) = (VAD1680) = (VAD1760) - (VAD1800) < 

SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419400 | ZZ419700 
DM circuit board (DM シー ト ) ZX920500 - - - $s ~~ — - = y> — — 
PANEL circuit board(PANEL シ ー ト ) ZZ433500 = - = a: E - — — — = y> 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = = = = = = = = 4 4= = 
AUXO circuit board (AUXOZ.—H) 22433900 = = = = = = = = = 4 = 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 = Wa = - = - = = a — i 

BT circuit board (BT シー ト ) *BlueTooth ZV588600 — — — — — = — — 4 

BOTTOM CASE (ボトム ケー ス ) ZY715300 = = = = = = = = = + + 
TOP COVER( ト ッ プ カバ ー) ZY715800 = == = = = em = = = = = 

PANEL CASE( パ ネル ケー ス ) ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 

PANEL PLATE( パ ネル プレ ー ト ) ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = = = = + - = = = + で 

KNOB-VOLUME/VOICE/VALUE( ノ ブ ) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZW580900 = = + = = = = = = = = 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ZF364900 = ZA576000 = = = = = = = = = 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 = = = = = = = - 4 = = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 


HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) 


*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) 


HS3 circuit board (ハン マー セン サー シー ト ) 


*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
EMIT circuit board (ハン マー 発光 シー ト ) 


*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 


KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 = = эз s = = = = = = = 

PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) | WN822001 = ー ー ー — ー — — e — - 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 gmi — = - - — 4 i = = = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) 

DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 = = = m = = = = = < = 
DC IN circuit board(DC IN シー ト ) VAM42300 = - - = - = = = = == 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) 
GMB3 circuit board(GMB3 シ ー ト ) 


HEADPHONE (ヘッ ド フ ォ ン ) HPH200P ú _ m 7 " - = _ m HPH200P | | 
ZA941600 ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) |ZY718300| = ー ー ー ー ー ー ー — |2ү718300] ~ 

AC ADAPTOR (AC ア ダ プ ター) *PA300C 211587800) ~ ー ー ー -  [zws87800 ~ ー ー 

AC CORD (AC コ ー ド ) VAc76400| + |2Р300600) ~ m -  [Wv221400 + |ZG891000| = + 


Dongle (ドン グル ) UD-WLO1 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


PIANO MODEL (モデ ル ) U3S/YUS3S/YUS5 
DESTINATION (仕向 ) E model U model A model J model K model Y model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 

OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE0240) | (VAE0330) | (VAE0240) | (VAE0330) | (VAE0240) | (VAE0330) | (VAE0240) | (VAE0330) | (VAE0240) | (VAE0330) | (VAE0300) | (VAE0360) 
USER PACKAGE SET (同行 品 セッ ト ) (VAQ5610) = (VAD1700) = (VAD1730) = (VAD1680) = (VAD1760) - (VAD1800) ー 

SWITCH BOX UNIT(SW-BOX ユ ニッ ト ) ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419200 | ZZ419500 | ZZ419400 | ZZ419700 
DM circuit board (DM シー ト ) ZX920500 = - zi — — - = — bigi <= = 
PANEL circuit board(PANEL シ ー ト ) ZZ433500 = Ыр = — - *= = — Еа = = 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = = = = = = = = des + = 
AUXO circuit board (AUXOZ.—H) 27433900 = = a *= = 4+ а= 4 = d = 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 Wa = - = - - — = = == = 

BT circuit board(BT シ ー ト ) *BlueTooth ZV588600 — — — — жа — + — = 

BOTTOM CASE (ボトム ケー ス ) ZY715300 = = x = = = = = 4 = = 
TOP COVER( ト ッ プ カバ ー) ZY715800 == = = = es = = = 4 = 4 

PANEL CASE( パ ネル ケー ス ) ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 

PANEL PLATE( パ ネル プレ ー ト ) ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = 4= АЕ — — — - = + E < 

KNOB-VOLUME/VOICE/VALUE(/7) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZW580900 = = += = + = = = = = = 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ZF364900 = ー = = = = = = ZA576000 < 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 = = = = = = = = = 4 = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 


HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) 


HS3 circuit board (ハン マー セン サー シー ト ) 


*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
EMIT circuit board (ハン マー 発光 シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 


KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 ー ー = 4 = - а + + < ー 
PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) |WN822001 = а= a РЕ ES == Mex = PES "T ‚= 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 — - + me = РЕ = = a 4 = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) | WK725500 = - - = — — 4 PM Pa = a 
DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 e = = = — — <= — — — < 
DC IN circuit board(DC IN シー ト ) VAM42300 = = - s= — — + <= — — 4 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) 
GMB3 circuit board(GMB3 シ ー ト ) 


HEADPHONE (ヘッ ド フ ォ ン ) HPH200P _ n - = _ " " Е " HPH200P " 
ZA941600 ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハ ン ガー) |ZY718300| ~ ー ー ー ー ー ー ー —  [|zvziB300 ~ 

AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 ~ ー ー = -  [zw587800 ~ ー ー 

АС CORD (AC コ ー ド ) VAc76400| + |2Р300600) ~ F -  [Wv221400 + |276891000]| ~ 


Dongle (ドン グル ) UD-WLO1 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


PIANO MODEL (モデ ル ) SE122 SE132 507 YF101C/YF101W 
DESTINATION (仕向 ) E model E model E model J model 
COLOR ( 色 ) BLACK BLACK BLACK BLACK 

OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE0260) (VAE0270) (VAP4420) (VAE0250) 

USER PACKAGE SET (同行 品 セ ッ ト ) (VAQ5610) = *= (VAD1680) 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZZ419200 = = = 
DM circuit board (DM シー ト ) ZX920500 - = = 
PANEL circuit board (PANEL シ ー ト ) ZZ433500 = = = 
SW circuit board( ス イッ チ シ ー ト ) ZZ433800 = = = 
AUXO circuit board (AUXOZ.—H) 22433900 = = = 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 = = = 
BT circuit board (BT シー ト ) *BlueTooth 2588600 = = = 
BOTTOM CASE (ボトム ケー ス ) ZY715300 = = = 
ТОР COVER( ト ッ プ カバ ー) ZY715800 = = = 
PANEL CASE( パ ネル ケー ス ) ZZ526600 = = = 
PANEL PLATE( パ ネル プレ ー ト ) ZY717300 ペー = = 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = = = 
KNOB-VOLUME/VOICE/VALUE (77) ZY716600 = = iz 

KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZF364900 s = ZW580900 

*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ー ー ー ZA576000 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 = «= — 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) ZV574000 = - = 


HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) s E 


*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ー Е 


HS3 circuit board (ハン マー セン サー シー ト ) ー 


*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) = = 
EMIT circuit board (ハン マー 発光 シー ト ) = s = 


*Same йет as above (上 下部 品番 号 と も 同じ 部 品 ) Е > 


KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 = = kas 

PEDAL UNIT (ペダ ル ユ ニッ ト ) = = 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) WN822001 #= = = 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 - = = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) WK725500 = = 

DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 x «= La 
DC IN circuit board(DC IN シー ト ) VAM42300 € - — 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) に ~ 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) ー - э 
GMB3 circuit board(GMB3 シ ー ト ) E Е Ра 


HEADPHONE (ヘッ ド フ ォ ン ) HPH200P - 
ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) ZY718300 = - = 

AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 = = = 

АС СОВО (AC コ ー ド ) VAC76400 ー ー = 


Dongle (ドン グル ) UD-WLO1 *optional extra (別売 品 ) ー = 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が () で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


P121G/P121HG/P124/K121CL/ 


PIANO MODEL( モ デル ) CAMBRIDGE/CONCERTO P116G/CLASSICT CONSERVATOIRE 
DESTINATION( 仕 向 ) E model E model E model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE 

OVERALL ASSEMBLY ( 総 組 本 体 ) (VAC7520) (VAC7530) (VAC7540) (VAC7550) (VAC7560) (VAC7570) 
USER PACKAGE SET (同行 品 セッ ト ) (ZZ31320) Ра ー Ра - ー 

SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZZ419200 ZZ419500 ZZ419200 ZZ419500 ZZ419200 ZZ419500 
DM circuit board (DM シー ト ) ZX920500 = = = = = 
PANEL circuit board (PANEL シ ー ト ) ZZ433500 = = = and = 
SW circuit board( ス イッ チ シ ー ト ) ZZ433800 ー = = = = 
AUXO circuit board (AUXO シ ー ト ) ZZ433900 ー = = = = 
MIDI circuit board (MIDIZ—H) 22434000 ss = a= = = 
BT circuit board(BT シ ー ト ) *BlueTooth ZV588600 = = = = = 
BOTTOM CASE (ボトム ケー ス ) ZY715300 — = — — = 
TOP COVER( ト ッ プ カバ ー) ZY715800 k — ペー ыш a 

PANEL CASE (パネ ルケ ー ス ) ZZ526600 ZZ526700 ZZ526600 ZZ526700 ZZ526600 ZZ526700 

PANEL PLATE( パ ネル プレ ー ト ) ZY717300 ZY717500 ZY717300 ZY717500 ZY717300 ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = = = = = 

KNOB-VOLUME/VOICE/VALUE (72) ZY716600 ZY716700 ZY716600 ZY716700 ZY716600 ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZX375300 デー = — — = 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ZF364900 += <= = = = 
EKSS circuit board( キ ー セ ン サ ー シ ー ト ) ZW581800 = = - - = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) ZV574000 = = ж ー = 


*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) x = = == e E 
HS3 circuit board (ハン マー セン サー シー ト ) ー = - К "E E 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) E E ES = - = 
EMIT circuit board (ハン マー 発光 シー ト ) = 22 > cs E = 


*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) = 22 E 25 == == 


KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 — = — — = 
PEDAL UNIT. (ペダ ル ユ ニッ ト ) = == " =s =: = 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) WN822001 — — — — — 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 = = = = = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) ー ー - E a E 
DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 デー — - — Ж 
DC IN circuit board(DC IN シー ト ) VAM42300 a> = = = = 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) = = ES ES E = 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) ー 
GMB3 circuit board(GMB3 シ ー ト ) ー 


HEADPHONE (ヘッ ド フ ォ ン ) HPH200P Ре ы P ee Ра 
2941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) ZY718300 = = = = = 

AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 - = ux = 

АС CORD (AC コ ー ド ) VAC76400 = = e = = 


Dongle (ドン グル ) UD-WL01 *optional extra (別売 品 ) = = ~ ES E = 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


PIANO MODEL( モ デル) GC1M/C1X/C1TD 
DESTINATION (仕向 ) E model U model A model J model K model Y model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 
OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE4790) | (VAE4820) | (VAE4790) | (VAE4820) | (VAE4790) | (VAE4820) | (VAE4790) | (VAE4820) | (VAE4790) | (VAE4820) | (VAD9800) | (VAD9810) 
USER PACKAGE SET (同行 品 セッ ト ) (VAQ5610) ー (VAD1700) ー (VAD1730) ー (VAD1680) - (VAD1760) = (VAD1800) = 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZZ419300 | ZZ419600 
DM circuit board (DM シー ト ) ZX920500 ылы - - = - — - Wes == = = 
PANEL circuit board(PANEL シ ー ト ) ZZ433500 = cS = = = w — — — + ー 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 x + *= = = = = = 4 4= = 
AUXO circuit board(AUXO シ ー ト ) ZZ433900 = = = = = = = = = 4 = 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 = Wa = - = - = = a — i 
BT circuit board (BT シー ト ) *BlueTooth ZV588600 — — — — — = — — - 
BOTTOM CASE (ボトム ケー ス ) ZY715300 = = = == = = = = = 4+ == 
TOP COVER( ト ッ プ カバ ー) ZY715800 = = = é = = = = = = = 
PANEL CASE( パ ネル ケー ス ) ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 
PANEL PLATE( パ ネル プレ ー ト ) ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 rx = — = e - - = + + = 
KNOB-VOLUME/VOICE/VALUE (77) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZP585100 = = e = = = = = = 4 += 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 = = 4 a = = = = = = + 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) | ZX374300 = =з = = = = = = = > = 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 )| ZP585400 = = = = = = = а= = = = 
HS3 circuit board (ハン マー セン サー シー ト ) ZW581600 = mx = = = = = += = = = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574200 = = = = = = = = = = = 
EMIT circuit board (ハン マー 発光 シー ト ) ZW582100 = - + = 4 = - *= = + = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 20550950 = = = = = = = = = = = 
KEY SHUTTER (キー シャ ッ タ ー) ZJ684500 <= = es = = = += = #= = 
PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) | WR310200 — = - — — — РЕ — — — + 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WV003000 = = = = = = = - = = - 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) | WU740200 = = = = += += = += = += = 


DC-IN Unit (DC-IN ユニ ッ ト ) 
DC IN circuit board(DC IN シー ト ) 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 27774200) ~ ー ー ー ー ー ー ー ー - ー 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) WN661200 = ー ー ー ー ー ー ー ー = ー 
GMB3 circuit board(GMB3 シ ー ト ) Zz511900| ~ ー ー ー ー ー ー ー ー = ー 

HEADPHONE (ヘッ ド フ ォ ン ) HPH200P —_ E = E Е _ - м ー |HPH2oop| 。 

ZA941600 ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) | ZY718300| = ー ー ー ー ー ー ー =  |zvn8300 ~ 

АС ADAPTOR (AC ア ダ プ ター) *РАЗООС ZW587800 ~ ー ー - -  |ZW587800 = = = 

АС CORD (AC コ ー ド ) VAC76400| + |zP300600| ~ E - |ZP300600| + |ZG891000| ~ 


Dongle (ドン グル ) UD-WLO01 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


PIANO MODEL (モデ ル ) C2X/GC2/C3X/C3TD/C3TD/C5X/S3X/S5X 
DESTINATION (仕向 ) E model U model A model J model K model Y model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 
OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE4830) | (VAE4840) | (VAE4830) | (VAE4840) | (VAE4830) | (VAE4840) | (VAE4830) | (VAE4840) | (VAE4830) | (VAE4840) | (VAD9820) | (VAD9810) 
USER PACKAGE SET (同行 品 セッ ト ) (VAQ5610) ー (VAD1700) ー (VAD1730) ー (VAD1680) ー (VAD1760) ー (VAD1800) ー 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZZ419300 | ZZ419600 
DM circuit board (DM シー ト ) ZX920500 = ae - Б - = $= = - M - 
PANEL circuit board(PANEL シ ー ト ) ZZ433500 = 4 = = = - = = - = - 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = + es = = = = = = <= - 
AUXO circuit board(AUXO シ ー ト ) ZZ433900 = = = 3 = = = = = = ж: 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 = - - = - = * = = - - 
BT circuit board(BT シ ー ト ) *BlueTooth ZV588600 = — — — — — = — — 
BOTTOM CASE (ボトム ケー ス ) ZY715300 = = + = 4 = = = = = = 
TOP COVER( ト ッ プ カバ ー) ZY715800 = 4= = = 4 = = = 4 = = 
PANEL CASE( パ ネル ケー ス ) ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 
PANEL PLATE( パ ネル プレ ー ト ) ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 て て = = = - - - — — — 
KNOB-VOLUME/VOICE/VALUE (72) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZP585100 *= *= = *= = = = = - - = 


*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) 


EKS3 circuit board (キー セン サー シー ト ) ZW581800 4 = = = = - = = s ш $= 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 < - = - + = ー = = て + 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) | ZW580300 *= = = = = $= = = = = = 
“Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) | ZA606500 = = = = = = a = 4= = = 
HS3 circuit board (ハン マー セン サー シー ト ) ZW581600 з= = *= == = = = = = = = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574200 = — = = = ー ka = £= = se 
EMIT circuit board (ハン マー 発光 シー ト ) ZW582100 = = = = = = = 5 x = += 
*Same йет as above (上 下部 品番 号 と も 同じ 部 品 ) | 20550950 = = = = = = = = て = 
KEY SHUTTER (キー シャ ッ タ ー) ZJ684500 4 a= 45 = = = =, = = = = 

PEDAL UNIT (ペダ ル ユ ニッ ト ) 

PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) | WR310200 < = ー = = <= — <= — + $£ 

PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WV003000 = = = = = = = = = = $= 

PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) | WU740200 *= += = = = = = = = = = 
DC-IN Unit (DC-IN ユニ ッ ト ) 

DC IN circuit board(DC IN シー ト ) 

MD UNIT (モー ター ドラ イブ ユニ ッ ト ) ZZ774200 て = - + = - = = s = s 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) WN661200 て = = = = - = に = a se 
GMB3 circuit board(GMB3 シ ー ト ) ZZ511900 = = = = = a= = = = aS = 

HEADEHONEJ( へ ッ R ワ ォ ン ) HPH200P | ,. _ _ _ _ E E _ .  |HPH20P| . 

ZA941600 ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) | ZY718300 = = 4 ж = a= = = = ZY718300 - 

AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 = = += - - ZW587800 а= = = 

AC CORD (AC コ ー ド ) VAC76400 = ZP300600 = - - ZP300600 = 29891000 4 


Dongle (ドン グル ) UD-WLO1 ‘optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SH2 


PIANO MODEL( モ デル) C6X/C7X/S6X/S7X 
DESTINATION (仕向 ) E model U model A model J model K model Y model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 
OVERALL ASSEMBLY ( 総 組 本 体 ) (VAE4850) | (VAE4860) | (VAE4850) | (VAE4860) | (VAE4850) | (VAE4860) | (VAE4850) | (VAE4860) | (VAE4850) | (VAE4860) | (2291220) | (VAD9840) 
USER PACKAGE SET (同行 品 セッ ト ) (VAQ5610) ー (VAD1700) ー (VAD1730) ー (VAD1680) - (VAD1760) = (VAD1800) = 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZY737600 | ZY737800 | ZZ419300 | ZZ419600 
DM circuit board (DM シー ト ) ZX920500 ылы - ~~ = ~~ — - Wes == = = 
PANEL circuit board(PANEL シ ー ト ) ZZ433500 = cS = = = w — — — *> ー 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 x + *= = = = = = 4 4= = 
AUXO circuit board(AUXO シ ー ト ) ZZ433900 = = = = = = = = = 4 = 
MIDI circuit board(MIDI シ ー ト ) ZZ434000 = Wa = - = - = = a — i 
BT circuit board (BT シー ト ) *BlueTooth ZV588600 — — — — — = — — - 
BOTTOM CASE (ボトム ケー ス ) ZY715300 = = = == = = = = = 4+ == 
TOP COVER( ト ッ プ カバ ー) ZY715800 = = = é = = = = = = = 
PANEL CASE( パ ネル ケー ス ) ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 | ZZ526200 | ZZ526300 
PANEL PLATE( パ ネル プレ ー ト ) ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 | ZY717300 | ZY717500 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 rx = — = e - - = + + = 
KNOB-VOLUME/VOICE/VALUE (77) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZA600400 = = e = = = = = = 4 += 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 = = 4 a = = = = = = + 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) | ZX374200 = © = = = = = = + += = 
*Same item as above ( 上 下部 品番 号 と も 同じ 部 品 ) ZA606800 = = = = = = = а= = = = 
HS3 circuit board (ハン マー セン サー シー ト ) ZW581600 = mx = = = = = += = = = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574200 = = = = = = = = = = = 
EMIT circuit board (ハン マー 発光 シー ト ) ZW582100 = - + = 4 = - *= = + = 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 20550950 = = = = = = = = = = = 
KEY SHUTTER (キー シャ ッ タ ー) ZJ684500 <= = es = = = += = 4 = 
PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) | WR310200 — = - — — — РЕ — — — + 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WV003000 = = = = = = = - = = - 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) | WU740200 = = = = += += = += = ‘$= = 


DC-IN Unit (DC-IN ユニ ッ ト ) 
DC IN circuit board(DC IN シー ト ) 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) ZZ774200 - - = — = 3 Lx Wes = X s 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) WN661200 = — e = x жэ а x ЖЕ + = 
GMB3 circuit board (GMB3 シ ー ト ) ZZ511900 = = = = = = = Я = = 

HEADPHONE (ヘッ ド フ ォ ン ) HPH200P "n i ЙЧ "M РЕ 4s 4 = ~ + = 

ZA941600 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) | ZY718300 a um io = = = = = *= = ый 

AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 xem = = ー ー ZW587800 = = = 

АС СОНО (AC コ ー ド ) VAC76400 = ZP300600 is ー ー ZP300600 = 26891000 на 


Dongle (ドン グル ) UD-WLO01 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


Silent SH2/SC2 Series (UP/GP) 


10 


* Silent Type: SC2 


PIANO MODEL (モデ ル ) 


B1/B2/B2e/B113/K109/K113/M2/JU109/JX113CP/JX113T 


DESTINATION (仕向 ) E model U model Y model A model K model J model 
COLOR (ё) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 
OVERALL ASSEMBLY ( 総 組 本 体 ) (VAC7460) | (VAC7470) | (VAC7460) | (VAC7470) | (VAC7460) | (VAC7470) | (VAC7460) | (VAC7470) | (VAC7460) | (VAC7470) | (VAC7460) | (VAC7470) 
USER PACKAGE SET (同行 品 セッ ト ) (2214410) - (VAD1710) < (VAD1740) = (VAD1740) ー (VAD1770) ー (VAD1690) = 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 
DM circuit board(DM シ ー ト ) ZX920500 + +a — = だ = = = = = = 
PANEL circuit board (PANEL シ ー ト ) ZZ651900 + — = <= + = = = = 4+ 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = = = = = = = += = = + 
AUXO circuit board(AUXO シ ー ト ) 
MIDI circuit board (MIDI シ ー ト ) 
BT circuit board(BT シ ー ト ) *BlueTooth 
BOTTOM CASE (ボトム ケー ス ) ZY715600 = = = += = = = = = = - 
TOP COVER (hy74—2) ZY715800 = = = = = x = = = = 4 
PANEL CASE( パ ネル ケー ス ) ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 
PANEL PLATE( パ ネル プレ ー ト ) ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = - = *> = < — - = - = 
KNOB-VOLUME/VOICE/VALUE (77) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZX375300 = = += = € = て = += = = 
*Same item as above (both available) ZF364900 + = = = = = = += = = + 
EKS3 circuit board( キ ー セ ン サ ー シ ー ト ) ZW581800 = - = = = = = m = am = 
"Same йет as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) 
*Same item as above (both available) 
HS3 circuit board (ハン マー セン サー シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
EMIT circuit board (ハン マー 発光 シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 *= = 4= = = = + < e = 45 
PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) |WN822001 — — — — <= — ~ ~ ~ ~ - 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 = = = = < = て て て <= is 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) 
DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 = + = = = 4 = = + = = 
DC IN circuit board(DC IN シー ト ) VAM42300 = = - + = = < += - <= = 
MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 
MOTOR UNIT (モニ ター ユニ ッ ト ) 
GMB3 circuit board(GMB3 シ ー ト ) 
HEADPHONE (ヘッ ド フ ォ ン ) HPH200P n HPH50 m a = n _ _ = E n 
ZA941600 (ZV75420) 
HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) | ZY718300 = = = = = = *= = = *= = 
AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 = = = += = ZW587800 = 
AC CORD (AC コ ー ド ) VAC76400 = ZP300600 や ZG891000 = WY221400 = 
Dongle (ドン グル ) UD-WL01 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が ( ) で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。) 


Silent SH2/SC2 Series (UP/GP) 


* Silent Type: SC2 


PIANO MODEL (モデ ル ) M3/P22D(:) 
DESTINATION (仕向 ) E model U model Y model A model K model J model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 

OVERALL ASSEMBLY ( 総 組 本 体 ) (VAC7480) | (VAC7490) | (VAC7480) | (VAC7490) | (VAC7480) | (VAC7490) | (VAC7480) | (VAC7490) | (VAC7480) | (VAC7490) | (VAC7480) | (VAC7490) 
USER PACKAGE SET (同行 品 セッ ト ) (2214410) = (VAD1710) = (VAD1740) ра ー ра (VAD1770) ра (VAD1690) ра 

SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 
DM circuit board (DM シー ト ) ZX920500 = = = < += m x: + = + + 
PANEL circuit board (PANEL シ ー ト ) ZZ651900 = = 4 = *= *= = = = = = 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = = = = = = = = = + = 


AUXO circuit board (AUXOZ.—H) 
MIDI circuit board(MIDI シ ー ト ) 
BT circuit board (BT シート) *BlueTooth 


BOTTOM CASE (ボトム ケー ス ) ZY715600 = = = = = = = = = = = 
ТОР COVER( ト ッ プ カバ ー) ZY715800 = e = = = = = = = = = 
PANEL CASE( パ ネル ケー ス ) ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 
PANEL PLATE( パ ネル プレ ー ト ) ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = — - = - = == = = + = 
KNOB-VOLUME/VOICE/VALUE (77) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZX375300 = = = = = = = + + = = 
*Same item as above (both available) ZF364900 = + = = = = = = = 4= = 
EKS3 circuit board (キー セン サー シー ト ) ZW581800 - — = = = = = = q= = t 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 


HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) 
*Same item as above (both available) 
HS3 circuit board (ハン マー セン サー シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
EMIT circuit board (ハン マー 発光 シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 


KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 = = эз s = = = = = = = 

PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) | WN822001 = ー ー ー — ー — — e — - 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 gmi — = - - — 4 i = = = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) 

DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 = = = m = = = = = < = 
DC IN circuit board(DC IN シー ト ) VAM42300 = - - = - = = = デ <= 


MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 
MOTOR UNIT( モ ニタ ー ユ ニッ ト ) 
GMB3 circuit board(GMB3 シ ー ト ) 


HEADPHONE (ヘッ ド フ ォ ン ) HPH200P » HPH50 Р `. " _ Е Е m m " 
ZA941600 (ZV75420) 

HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) | ZY718300| = ー ー = = = = = = = = 

AC ADAPTOR (AC ア ダ プ ター) *PA300C zw587800 ~ ー ー = Е = = ー =  |zws8S7800 ~ 

АС СОВО (AC コ ー ド ) VAC76400| + |ZP300600| ~ m F P -  [z6891000 = |мү22140| ~ 


Dongle (ドン グル ) UD-WLO1 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が () で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


(X) P22D is only for US market. 


P22D does not have "DC-IN Unit". 
(P22D は 北米 専用 モデ ル で す 。) 
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Silent SH2/SC2 Series (UP/GP) 


12 


* Silent Type: SC2 


PIANO MODEL (モデ ル ) B3/B3e/B121/M5/U1J 
DESTINATION (仕向 ) E model U model Y model A model K model J model 
COLOR (ё) BLACK | WIHITE BLACK | WIHITE BLACK | WIHITE BLACK | WIHITE BLACK | WIHITE BLACK | WIHITE 
OVERALL ASSEMBLY ( 総 組 本 体 ) (VAC7500) | (VAC7510) | (VAC7500) | (VAC7510) | (VAC7500) | (VAC7510) | (VAC7500) | (VAC7510) | (VAC7500) | (VAC7510) | (VAC7500) | (VAC7510) 
USER PACKAGE SET (同行 品 セッ ト ) (ZZ14410) = (VAD1710) = (VAD1740) = = = (VAD1770) = (VAD1690) = 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 
DM circuit board(DM シ ー ト ) ZX920500 = = = + = + + = = m - 
PANEL circuit board (PANEL シ ー ト ) ZZ651900 = = = - im = - 4 - = = 
SW circuit board (スイ ッ チ シー ト ) ZZ433800 = = = = = = - += 4 = = 
AUXO circuit board(AUXO シ ー ト ) 
MIDI circuit board(MIDI シ ー ト ) 
BT circuit board(BT シ ー ト ) *BlueTooth 
BOTTOM CASE (ボトム ケー ス ) ZY715600 = = = = = = - = += = = 
TOP COVER( ト ッ プ カバ ー) ZY715800 = = = = = < = = = s= ー 
PANEL CASE( パ ネル ケー ス ) ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 | ZZ526600 | ZZ526700 
PANEL PLATE( パ ネル プレ ー ト ) ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = = = < < < < < < = = 
KNOB-VOLUME/VOICE/VALUE (77) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZX375300 = = = = = = = = ー ー 
*Same item as above (both available) ZF364900 + = = = = = = += = = + 
EKS3 circuit board( キ ー セ ン サ ー シ ー ト ) ZW581800 = — = < = = < < < < = 
"Same йет as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 = = = = = = = = = = = 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) 
*Same item as above (both available) 
HS3 circuit board (ハン マー セン サー シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
EMIT circuit board (ハン マー 発光 シー ト ) 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 
KEY SHUTTER (キー シャ ッ タ ー) ZJ684400 = = = < = = < = = ж= ー 
PEDAL UNIT (ペダ ル ユ ニッ ト ) 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) |WN822001 — <= ра ー — - - < + = — 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WP172200 = — = + = = < < < < < 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) 
DC-IN Unit (DC-IN ユニ ッ ト ) ZZ461500 = = = < = や < < < = $=: 
DC IN circuit board(DC IN シー ト ) VAM42300 = = = < < < = < < = < 
MD UNIT (モー ター ドラ イブ ユニ ッ ト ) 
MOTOR UNIT (モニ ター ユニ ッ ト ) 
GMB3 circuit board(GMB3 シ ー ト ) 
HEADPHONE (ヘッ ド フ ォ ン ) HPH200P HPH50 ^" a = so " = ー E ー 
ZA941600 (ZV75420) 
HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) | ZY718300 = = = = - = - = = *= = 
AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 = e = = - ZW587800 = 
АС CORD (AC コ ー ド ) VAC76400 = ZP300600 = 26891000 = WY221400 = 
Dongle (ドン グル ) UD-WL01 *optional extra (別売 品 ) 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が () で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。 ) 


* Silent Type: SC2 


Silent SH2/SC2 Series (UP/GP) 


PIANO MODEL (JU) GB1K 
DESTINATION (仕向 ) E model U model Y model A model K model 
COLOR ( 色 ) BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE BLACK WIHITE 
OVERALL ASSEMBLY ( 総 組 本 体 ) (VAC1580) | (VAE2390) | (VAC1580) | (VAE2390) | (VAC1580) | (VAE2390) | (VAC1580) | (VAE2390) | (VAC1580) | (VAE2390) 
USER PACKAGE SET (同行 品 セッ ト ) (2214410) - (VAD1720) Ра (VAD1750) ー Ра ー (VAD1780) Ра 
SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 | ZY737700 | ZY737900 
DM circuit board(DM シ ー ト ) ZX920500 — — *= + *= <= = = = 
PANEL circuit board (PANEL シ ー ト ) ZZ651900 = = + - è <= = <= <= 
SW circuit board( ス イッ チ シ ー ト ) ZZ433800 — — = — — — = = <= 
AUXO circuit board (AUXO シ ー ト ) 
MIDI circuit board(MIDI シ ー ト ) ーー - = ーー = Е РЕ = 
BT circuit board (BT シー ト ) *BlueTooth a= == Е -- == E es s 
BOTTOM CASE (ボトム ケー ス ) ZY715600 — <= = = = = = — *= 
TOP COVER (トッ プ カ バ ー) ZY715800 <= <= = = 4 = = 45 = 
PANEL CASE( パ ネル ケー ス ) 27526600 | ZZ526700 | ZZ526600 | 22526700 | 22526600 | 22526700 | 22526600 | 22526700 | 22526600 | 22526700 
PANEL PLATE( パ ネル プレ ー ト ) ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 | ZY717600 | ZY717700 
PUSH BUTTON ARRAY (押し ボタ ン ) ZY716800 = = = = + — — — = 
KNOB-VOLUME/VOICE/VALUE (72) ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 | ZY716600 | ZY716700 
KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) ZZ300400 = += = = = = = = = 
*Same item as above (both available) -- -- 
EKS3 circuit board( キ ー セ ン サ ー シ ー ト ) ZW581800 + *= = = — = — - — 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) | ZV574000 に я= = = = = = = = 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) K 
*Same item as above (both available) - 
HS3 circuit board (ハン マー セン サー シー ト ) - - - 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) 22 Е = - Е > - 
EMIT circuit board (ハン マー 発光 シー ト ) - ー - - - - - 
*Same item as above (上 下部 品番 号 と も 同じ 部 品 ) る 
KEY SHUTTER (キー シャ ッ タ ー) ZJ684500 = = = = + += = = = 
PEDAL UNIT (ペダ ル ユ ニッ ト ) == Е 3 Е = E E 
PEDAL UNIT L DAMPER (ペダ ル ユ ニッ ト L ダ ン パ ー) | WR310200 — — — デー — — — - = 
PEDAL UNIT SOFT (ペダ ル ユ ニッ ト ソ フト ) WR310300 = デー *= = = — — — = 
PEDAL UNIT SOSTENUTO (ペダ ル ユ ニッ ト ソ ステ ヌー ト ) -- - 
DC-IN Unit (DC-IN ユニ ッ ト ) - - 
DC IN circuit board(DC IN シー ト ) = = = Е = = = 
MD UNIT (モー ター ドラ イブ ユニ ッ ト ) = = Е = = = - = 
MOTOR UNIT (モニ ター ユニ ッ ト ) ee E - = = = 
GMB3 circuit board(GMB3 シ ー ト ) - - - - 
HEADPHONE (ヘッ ド フ ォ ン ) HPH200P Е _ Е _ Е Е _ Е _ 
ZA941600 
HEADPHONE HANGER (ヘッ ド フ ォ ン ハン ガー) ZY718300 = = = = = = = = = 
AC ADAPTOR (AC ア ダ プ ター) *PA300C ZW587800 = = += <= = 
AC CORD (AC コ ー ド ) VAC76400 = ZP300600 = ZG891000 = 
Dongle (ドン グル ) UD-WLO1 ‘optional extra (別売 品 ) де 22 = гл E = - 


The parts that correspond to the number with ( ) are not prepared as service parts. 
(部 品番 号 が () で 囲ま れ た 部 品 は 、 サ ービス 部 品 と し て は 用 意 さ れ て いま せん 。) 
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Silent SH2/SC2 Series (UP/GP) 


Ш OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (UP)) 
@ U1, YU11, YUS1,US, YU33, YUS3 
※ This figure shows the U1. (この 図 は 、U1 で す 。) 


e Front view (正面) 


e A view(A 視 図 ) B 


[] PEDAL UNIT SH: See page 56. 


dapes (120) (60) PEDAL UNIT L: See page 56. 


(ペダ ル ユ ニッ ト L) 
PEDAL UNIT SH2: 7. 
PRESENT V ud paga PEDAL UNIT LH: See page 54. 


(ペダ ル ユ ニッ ト LH) 


e KEY SHUTTER (キー シャ ッ タ ー) 


— _ a n (130) SHUTTER ASSEMBLY 
tvi E (シャ ッ タ ー Ass’ y) 
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Silent SH2/SC2 Series (UP/GP) 


e Right side view (右側 面 ) e B view (B 視 図 ) 


SHUTTER ASSEMBLY 
(シャ ッ タ ー Ass’ y) 


| (40) SWITCH BOX UNIT: See page 48. 
| (SW-BOX ユニ ッ ト ) 


e C view (C 視 図 ) 


SWITCH BOX UNIT: II H 
(SW-BOX ユニ ッ ト ) 
See page 48. 


IEEE 


der + + + + + + + 


I 


KEY SENSOR UNIT: 
(キー セン サー ユニ ッ ト ) 
See pade 43. 


e Rear view (背面 ) 


(s) e D view (D 視 図 ) 


b Ë (DCIN ユ ニッ ト ) 


DC IN UNIT: B See page 62. 
(DC IN ユニ ッ ト ) pag 
pal 


See page 62. 
<D 


回 
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Silent SH2/SC2 Series (UP/GP) 


© U3S, YUSSS, YUS5 


※ This figure shows the U3-5S. (この 図 は 、U3-5S で す 。) 


e Front view (正面 ) 


I ; CAE 
эв + | 
ыс E - se l sx ji 
x | à = * 1 li | . 
2 PEDAL UNIT SOC: See page 60. р А 
e A view(A 視 図 ) (ペダ ル ユ ニッ ト SOO) 


PEDAL UNIT SH: See page 56. 
(ペダ ル ユ ニッ ト SH) 
PEDAL UNIT SH2: See page 57. 
(ペダ ル ユ ニッ ト SH2) 


PEDAL UNIT L: See page 56. 
(ペダ ル ユ ニッ ト L) 

PEDAL UNIT LH: See раде 54. 
S (ペダ ル ユ ニッ ト LH) 

e KEY SHUTTER (キー シャ ッ タ ー) 


— ーー SHUTTER ASSEMBLY 
tovt * (シャ ッ タ ー Ass y) 
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e Right side view (右側 面 ) 


SHUTTER ASSEMBLY es 
(シャ ッ タ ー Ass y) ` 
TD 
V. / 
P — B N 
96 aie Js 
Ht J 
I 
B р 
= “Меп ч] j О j 
n (# b 
+ | 
o ie T] 
| 
SWITCH BOX UNIT: | 
(SW-BOX ユニ ッ ト ) 609 | 
See page 48. | 
| ш 
a [| в 
| II |i 
| d 
| j H i mm 
& 
ii 


e Rearview (背面 ) 


Y ^ ^ 


e D view (D 視 図 ) 


X ^ 


DC IN UNIT: 


ES 


(DC IN ユニ ッ ト ) jj 
` (20) See page 62. © 
(81) て DC IN UNIT: 
Ke dq (DC IN ユニ ッ ト ) 
ə 


See page 62. 


Da 


Silent SH2/SC2 Series (UP/GP) 


e B view (B 視 図 ) 


(40) SWITCH BOX UNIT: See page 48. 
(SW-BOX ユニ ッ ト ) 


e C view (C 視 図 ) 


T@+ + L + + L + + + + 


64 ++ ++ T+ 


KEY SENSOR UNIT: 
(キー セン サー ユニ ッ ト ) 
See page 43. 


e E view (E 視 図 ) S-OPERATE UNIT 
(S 操 作 ユ ニッ ト ) 


e Bottom view (底面 ) 


= 


8 
e Top view (LH) 
ーー 
Сүн e 
í 
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Silent SH2/SC2 Series (UP/GP) 


4d X * # 
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PART NO. 


DESCRIPTION 


E 


REMARKS 


ZW580900 
WE96530R 
ZE832300 
ZE832500 
ZE83100S 
ZE83100S 
ZZ419200 
ZZ419400 
ZZ419500 
ZZ419700 
WF456600 
VQ461901 
WN822001 
WE96570R 
WK149901 
WP172201 
WE96570R 
WK725500 
WE96570R 
ZZ461500 
WE96520R 
ZY745800 
VP359100 
WE96520R 
CB81751R 
WE96520R 
ZZ332400 
CB04054R 
WE96520R 
VQ87000R 
WF112200 
ZK070400 
ZJ684400 
V797790R 
CB81751R 
WE96520R 
CB04054R 
WE96520R 
VR42900R 
WF10940R 
V4806201 


WF10950R 
WF10960R 


V4396000 


WF584500 
WF57880R 


WF104200 


WF104200 


V5972000 
z: New Parts 


OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 

KEY SENSOR UNIT 

TRUSS HEAD TAPPING SCREW-1 
KEY SENSOR SPACER 

KEY SENSOR SPACER 

KEY SENSOR SPACER 

KEY SENSOR SPACER 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
SWITCH BOX UNIT WHITE 
BIND HEAD SCREW 

PEDAL UNIT L 

PEDAL UNIT LH 

TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SH 
PEDAL UNIT SH2 

TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SOC 

TRUSS HEAD TAPPING SCREW-1 
DC IN UNIT 
TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
CORD CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
CLIP, WIRE 
TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
HOLDER, WIRE 
TRUSS HEAD TAPPING SCREW-1 
PEDAL SENSOR ANGLE 

BIND HEAD TAPPING SCREW-S 
SHUTTER ASSEMBLY 

KEY SHUTTER GRAY SCALE 
KEY SHUTTER GRAY SCALE BLOCK 
CLIP, WIRE 

TRUSS HEAD TAPPING SCREW-1 
HOLDER, WIRE 

TRUSS HEAD TAPPING SCREW-1 
CLIP BLACK 

BIND HEAD TAPPING SCREW-1 
STOPPER RUBBER 
S-STOPPER ASSEMBLY 
S-STOPPER ASSEMBLY 
S-DRIVE ASSEMBLY U1 
S-DRIVE ASSEMBLY U3 
S-DRIVE ASSEMBLY 

BIND HEAD TAPPING SCREW-1 
BIND HEAD TAPPING SCREW-1 
BASE SPACER A 

BASE SPACER 

S-DRIVE SPRING 

METAL FITTINGS ASSEMBLY B 
HEXAGONAL NUT 

FLAT WASHER 

S-RAIL HOLDER ASSEMBLY LB 
FLAT HEAD SCREW 

S-RAIL HOLDER ASSEMBLY RB 
FLAT HEAD SCREW 
ADJUSTMENT SEAL 

HEATON D 


UPS BLACK MODEL BT 
UPS WHITE MODEL BT 
UPS BLACK MODEL BT 
UPS WHITE MODEL BT 
UPS BLACK MODEL 
U3-5S SH2 BLACK BT 
U3-5S SH2 WHITE BT 
U3-5S SH2 BLACK 
U3-5S SH2 WHITE 
UP-SH/TA YCJ 

4.0X20 MFZN2B3 

U1 A YCJ 

U3 A YCJ 

LL A YCJ 

LL A YCJ 

208EX H UP BLBT 
208EX H UP BL 

208EX H UP WH BT 
208EX H UP WH 

4.0X12 MFZN2B3 


4.0X16 MFZN2W3 


4.0X16 MFZN2W3 


4.0X16 MFZN2W3 

YMMJ 

4.0X12 MFZN2B3 
DF1B-DF1B 16P-10P+2P+3P+4P 
NK-5N 

4.0X12 MFZN2B3 


4.0X12 MFZN2B3 

DC PLUG-DF1B 2P-3P 2800mm 
S-72B-E L-50 

4.0X12 MFZN2B3 


4.0X16 MFZN2W3 
UP-F 

UPS-F 

UPS 


4.0X12 MFZN2B3 
S-72B-E L-50 
4.0X12 MFZN2B3 
A-2 

3.0X10 MFZN2B3 


UX100 
U3 


SU SOS 

4.0X16 MFZN2W3 
4.0X35 MFZN2W3 
U3 

SU 


M4 SW 

4.0X12X1.0 MFZN2W3 
LEFT RB SILENT 
5.0X10 MFZN2W3 
RIGHT RB SILENT 
5.0X10 MFZN2W3 

UP 

UCE314-D 
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座 き 
S レ ー ル 受け Ass'y L 
小 ネ ジ + FL AT 
S レ ー ル 受け Ass'y RB 
小 ネ ジ + FL AT 
X j 調整 シ ル 
回 — К ン D 
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演歌 Uw まま PO ロロ < の ーー ここ < トロ ON の SS の SN ここ < ロミ この きき 


立 | Silent SH2 Series (UP) 


U1 SH2 BLACK BT 

U1 SH2 WHITE BT 

U3 SH2 BLACK BT 

U3 SH2 WHITE BT 

U3 SH2 BLACK 
U3S,YUS3S,YUS5 SH2 BLACK ВТ 
U3S,YUS3S,YUS5 SH2 WHITE BT 
U3S,YUS3S,YUS5 SH2 BLACK 
U3S,YUS3S,YUS5 SH2 WHITE 


U1/YU11/YUS1 

U3/YU33/YUS3, U3S/YUS3S/YUS5 
U1/YU11/YUS1 

U3/YU33/YUS3, U3S/YUS3S/YUS5 
BLACK E, U, A, J, K 

BLACK Y 

WHITE E, U, A, J, K 

WHITE Y 


} DAMPER Pedal 


үе Pedal 


U3S/YUS3S/YUS5 
U3S/YUS3S/YUS5 


U1/YU11/YUS1 (V439030) 
U3,YU33,YUS3,U3S YUS3/5S (V439040) 
U1/YU11/YUS1 (WB47960) 
U3/YU33/YUS3 (WB47970) 
U3S/YUS3S/YUS5 (WK73210) 
U1/YU11/YUS1 

U3/YU33/YUS3, U3S/YUS3S/YUS5 
U3/YU33/YUS3 (V464890) 
U3S/YUS3S/YUS5 (VK73240) 


(V798060) 


(WB48500) 
(WB48490) 


(V217880) 


U3/YU33/YUS3, U3S/YUS3S/YUS5 


Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 

- S-OPERATE UNIT SH 

WE96570R | TRUSS HEAD TAPPING SCREW-1 | 4.0X16 MFZN2W3 
- HAND LEVER COVER ASSEMBLY | SU 

WF105700 | BIND HEAD SCREW 3.0X4 MFZN2B3 
ー CABLE L METAL FITTING SU 

WF10950R | BIND HEAD TAPPING SCREW- | 4.0X16 MFZN2W3 

VP359100 | CORD CLAMP BLACK NK-5N 

WE96520R | TRUSS HEAD TAPPING SCREW-1 | 4.0X12 MFZN2B3 
ー NAME PLATE SEAL YMMJ SILENT PA-300C 
ー MODEL NAME SEAL U1SH2 


REMARKS 
U3S/YUS3S/YUS5 (ZF61940) 
U3S/YUS3S/YUS5 
U3S/YUS3S/YUS5 (WK75900) 
U3S/YUS3S/YUS5 
U3S/YUS3S/YUS5 (WK73290) 
U3S/YUS3S/YUS5 
U3S/YUS3S/YUS5 
U3S/YUS3S/YUS5 


I ч ош 


c 
2 


d S33 
ч холдору» 
= @ NJ O J Ooo-m 
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ご 


ACCESSORIES 
ZW587800 | AC ADAPTOR PA300C 
VAC76400 | AC CORD 
ZP300600 | AC CORD 
WY221400 | AC CORD J2P 2.5A 2.5m 
20891000 | AC CORD K 2P 2.5A 
ZY718300 | HEADPHONE HANGER 
22749500 | HANGER SCREW SETUSER USER PACKAGE 18S 
ZA941600 | HEADPHONE HPH200P 


> > > > > > > > = 
V | % > > = | Bn 


※: New Parts 
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Silent SH2/SC2 Series (UP/GP) 


Ш OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (UP)) 
@ Cambridge,ClassicT,Cocerto,Conservatore,K121CL 


※ This figure shows the SE132. (この 図 は 、SE132 で す 。) 


e Front view (正面 ) 


PEDAL UNIT SOC: See page 60. 


e A view(A 視 図 ) (ペダ ル ユ ニッ ト SOC) 
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| 

FF コ ш 92 ー ー イ A. 
| | = —.— ° 
l| D 8 i a LEE 
|| Е E ILE E 
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PEDAL UNIT SH2: See page 57. (то) i 
(ペダ ル ユ ニッ ト SH2) 
e KEY SHUTTER( キ ー シ ャ ッ タ ー) 


“ — f + SHUTTER ASSEMBLY 
v ай = B (シャ ッ タ ー Ass’ y) 


PEDAL UNIT LH: See page 54. 
(ペダ ル ユ ニッ ト LH) 


20 Эи ‘ 


e Right side view (右側 面 ) 


SHUTTER ASSEMBLY 
(シャ ッ タ ー Ass’ у) 
130 


1 
B 


SWITCH BOX UNIT: 
(SW-BOX ユニ ッ ト ) 
See pade 48. 


CDU 
E 


at | 
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e 
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NI 


e Rear view (背面 ) 


ーー 


x 


ES 
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IZA UNIT: 


e D view (D 視 図 ) 


^ he 
RE 
|| © 
О e oe 
n P f (DC IN ユニ ッ ト ) 
i] See page 62. 
(DC IN ユニ ッ ト ) 
See pade 62. 回 さ 
<D | 


iw 


e E view (E 視 図 ) 


Silent SH2/SC2 Series (UP/GP) 


e B view (B 視 図 ) 


M 


(40) SWITCH BOX UNIT: See page 48. 


(SW-BOX ユニ ッ ト ) 


e C view (C 視 図 ) 


+ ++ ++ +++ 


tor t+ + + + T+ + +++ 


KEY SENSOR UNIT: 
(キー セン サー ユニ ッ ト ) 


See pade 43. 


eTop view (上 面 ) 


S 
( 


-OPERATE UNIT 
S 操 作 ユ ニッ ト ) 


e Bottom view (底面 ) P 


el | 


8 
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Silent SH2/SC2 Series (UP/GP) 


© P116,P121,P124,SE122, SE132, SU7 


の 図 は 、P121 CF.) 


c 


( 


※ This figure shows the P121. 


e Front view (正面) 


e A view(A 視 図 ) 


(ペダ ル ユ ニッ ト LH) 


PEDAL UNIT SH2: See page 57. 


(ペダ ル ユ ニッ ト SH2) 


SHUTTER A 
(シャ ッ タ ー А) 


ャ ッ タ ー) 


ー シ 


e KEY SHUTTER( キ 
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Silent SH2/SC2 Series (UP/GP) 


e Right side view (右側 面 ) e B view (B 視 図 ) 


SHUTTER A 
(シャ ッ タ ー А) 


SWITCH BOX UNIT: 
(SW-BOX ユニ ッ ト ) 


See pade 48. 
| 
! | | e C view (C 視 図 ) 
" | 
Қ Exe am 
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| e 
SWITCH BOX UNIT: | -E Kae. | 
(SW-BOX ユニ ッ ト ) үү cl |e k 
See page 48. | N MB: + ge 
1 co + 
ol [ES + 
° " == Е an 
LTE 
lel ja = ji 
СЯ Hd 
о [as | d 
| | = m 
ы И EH Ы 
° msi Tu 
| H Л 
a ca : 
LX o © 
|。 ERG, I 
rl ley m = V ud 
| zr 
| SENS 


31 


e 

=-= 

oD 

トリ 

= 

<. 

o 

s 

m: 

B Q 
[e° 
sl 


e D view (D 視 図 ) KEY SENSOR UNIT: 


(80) (キー セン サー ユニ ッ ト ) 
See page 43. 
DC IN UNIT: 
yr (81) (DC IN ユニ ッ ト ) 
コー ェ つ e 7 
lo 


' See page 62. 


li DC IN UNIT: 
(DC IN ユニ ッ ト ) 
| See page 62. eed 
pix " Te 
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Silent SH2/SC2 Series (UP/GP) 
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PART NO. 


DESCRIPTION 


z 


REMARKS 


ZF364900 
ZX375300 
WE96530R 
22419200 
22419500 
WF456600 
VQ461900 
WN822001 
WE96510R 
WE96570R 
WP172201 
WE965100 
WE96570R 
WK725500 
WE96570R 
ZZ461500 
WE96520R 
ZY745800 
VP359100 
VP359100 
WE96520R 
WE96520R 
CB81751R 
WE96520R 
WE96520R 
ZZ332400 
CB04054R 
CB830070 
WE96520R 
VQ87000R 
WF112200 
ZK070200 
ZJ684400 
V8868900 
CB81751R 
CB830070 
WE96520R 
CB04054R 
WE96520R 
VR42900R 
WF10940R 
V4806201 


WF10950R 
WF10960R 
WG484300 
WF584500 
V4396000 
WG260800 


WF584500 
WF57880R 
※: New Parts 


OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 

KEY SENSOR UNIT 

KEY SENSOR UNIT 

TRUSS HEAD TAPPING SCREW-1 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
BIND HEAD SCREW 

PEDAL UNIT L 

PEDAL UNIT LH 

TRUSS HEAD TAPPING SCREW-1 
TRUSS HEAD TAPPING SCREW-1 
L SENSOR SPACER 

PEDAL UNIT SH2 

TRUSS HEAD TAPPING SCREW-1 
TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SOC 

TRUSS HEAD TAPPING SCREW-1 
DC IN UNIT 
TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
CORD CLAMP BLACK 

CORD CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
TRUSS HEAD TAPPING SCREW-1 
CLIP, WIRE 
TRUSS HEAD TAPPING SCREW-1 
TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
HOLDER, WIRE 
HOLDER, WIRE 
TRUSS HEAD TAPPING SCREW-1 
PEDAL SENSOR ANGLE 

BIND HEAD TAPPING SCREW-S 
SHUTTER A 

KEY SHUTTER GRAY SCALE 
KS GS BLOCK 

CLIP, WIRE 

CLIP, WIRE 

TRUSS HEAD TAPPING SCREW-1 
HOLDER, WIRE 

TRUSS HEAD TAPPING SCREW-1 
CLIP BLACK 

BIND HEAD TAPPING SCREW-1 
STOPPER RUBBER 
S-STOPPER ASSEMBLY 
S-STOPPER ASSEMBLY 
S-STOPPER ASSEMBLY 

PAN WASHER HEAD SCREW 
S-DRIVE ASSEMBLY U1 
S-DRIVE ASSEMBLY 

BIND HEAD TAPPING SCREW-1 
BIND HEAD TAPPING SCREW-1 
PAN WASHER HEAD SCREW 
HEXAGONAL NUT 

BASE SPACER 

S-DRIVE SPRING 

TRUSS HEAD TAPPING SCREW-1 
TRUSS HEAD TAPPING SCREW-1 
METAL FITTINGS ASSEMBLY B 
HEXAGONAL NUT 

FLAT WASHER 


SE122 SH2 BLACK BT 
SE132 SH2 BLACK BT 
SU7 SH2 BLACK BT 
#YI M-SH2 BL 
#YIM-SH2 WH 

#YI P116SH2 BL 
#YIP116SH2 WH 
#YIP121SH2 BL 
#YIP121SH2 WH 
YCJ-UP-SH-YI 
UP-SH-YI/YCJ 
4.0X20 MFZN2B3 
208EX H UP BLBT 
208EX H UP WH BT 
4.0X12 MFZN2B3 
63EX 

YES-160EX 

4.0X14 MFZN2W3 
4.0X16 MFZN2W3 
208EX PEDAL N 
YES-160EX 

4.0X14 MFZN2W3 
4.0X16 MFZN2W3 


4.0X16 MFZN2W3 

208EX 

4.0X12 MFZN2B3 
DF1B-DF1B 16P-10P+2P+3P+4P 
NK-5N 

NK-5N 

4.0X12 MFZN2B3 

4.0X12 MFZN2B3 


4.0X12 MFZN2B3 

4.0X12 MFZN2B3 

DC PLUG-DF1B 2P-3P 2800mm 
S-72B-E L-50 

K105G 

4.0X12 MFZN2B3 


4.0X16 MFZN2W3 
135EX -F 

UPS-F 

UPS 


4.0X12 MFZN2B3 
S-72B-E L-50 
4.0X12 MFZN2B3 
A-2 

3.0X10 MFZN2B3 


UX100 

U3 

SU7 

5.0X15 MFZN2W3 


SU SOS 

4.0X16 MFZN2W3 
4.0X35 MFZN2W3 
4.0X30 MFZN2W3 
M4 SW 

SU 


4X12.2 WAX MFZN2W3 
4X10 MFZN2W3 SW 


M4 SW 
4.0X12X1.0 MFZN2W3 
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Silent SH2 Series (UP) 
SE122 

SE132 

507 
Cambridge/Cocerto BL 
Cambridge/Cocerto WH 
P116/ClassicT BL 
P116/ClassicT WH 


P121/P124/K121CL/Conservatore BL 
P121/P124/K121CL/Conservatore WH 


SE122,SE132,SU7 
Cambridge,P116,P121 


BLACK 
WHITE 


SE122,SE132,SU7 
Cambridge,P116,P121 
Cambridge,P116,P121 
SE122,SE132,SU7 
Cambridge,P116 


Cambridge,P116,P121 
SE122,SE132,SU7 
SE132,SU7 
SE132,SU7 


SE122,SE132,SU7 
Cambridge,P116,P121 
$E122,SE132,SU7 
Cambridge,P116,P121 
SE122,SE132,SU7 
Cambridge,P116,P121 
SE122,SE132,SU7 


SE122,SE132,SU7 
Cambridge,P116,P121 
SE122,SE132,SU7 


SE122,SE132,SU7 


SE122,SE132,SU7 
SE122,SE132,SU7 
Cambridge,P116,P121 
SE122,SE132,SU7 


SE122,SE132,SU7 
SE122 

SE132 

SU7 

P116 

SE122 

SE132,SU7 
SE122,P121 
SE132,SU7 

P116 

P116 

SE132,SU7 
SE122,SE132,SU7 
Cambridge 

P116 
SE122,SE132,SU7 
SE122,SE132,SU7,P121 
SE122,SE132,SU7,P121 


(VAE8800) 


(V439030) 
(V439040) 
(WK73270) 
(WG80750) 
(WB47960) 
(WK73210) 


(VK73240) 


(WG48500) 
(V798060) 


РАВТ МО. 


DESCRIPTION 


部 E 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


CB818540 


WF104200 
WF104200 
WF585700 
WF577900 
V5972000 


WE96570R 


WF105700 
WF10950R 
VP359100 
WE96520R 
ZJ673100 
ZJ684400 
ZJ672900 
V3792700 


ZW587800 
VAC76400 
ZY718300 
ZZ749500 
ZA941600 


※: New Parts 


BINDING TIE 

S-RAIL HOLDER ASSEMBLY LB 
FLAT HEAD SCREW 

S-RAIL HOLDER ASSEMBLY RB 
FLAT HEAD SCREW 
HEXAGONAL NUT 

FLAT WASHER 

HEATON D 

S-OPERATE UNIT 

TRUSS HEAD TAPPING SCREW-1 
HAND LEVER COVER ASSEMBLY 
BIND HEAD SCREW 

CABLE L METAL FITTING 

BIND HEAD TAPPING SCREW-1 
CORD CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
SHUTTER А 

KEY SHUTTER GRAY SCALE 
KS GS BLOCK RF 
SHUTTER-TAPE RF 

NAME PLATE SEAL 

MODEL NAME SEAL 

NAME PLATE SEAL YMMJ 
MODEL NAME SEAL 


ACCESSORIES 

AC ADAPTOR 

AC CORD 

HEADPHONE HANGER 
HANGER SCREW SETUSER 
HEADPHONE 


T-30RF-2 
LEFT RB SILENT 
5.0X10 MFZN2W3 
RIGHT RB SILENT 
5.0X10 MFZN2W3 
M4 #1 LEFT HAND 
5.0X16X1.6 MFZN2W3 
UCE314-D 

SU 

4.0X16 MFZN2W3 
SU 

3.0X4 MFZN2B3 
SU 

4.0X16 MFZN2W3 
NK-5N 

4.0X12 MFZN2B3 
135EX -MP 

UPS-F 

UPS-M 
KSC-500-YAM 
SILENT PA-300C 
18S-UP YI 

SILENT PA-300C 
U1SH2 


PA300C 


USER PACKAGE 18S 
HPH200P 


í 63H 
S レー ル 受 け A s 
J + 2 + F L 
S レ ー ル 受け Ass'y 
WIRY + F 


у 2 
Ss y 


A T 
RB 


У 


x — ог + + 


c 
2 


мА Амач аҹ 


Е > 
銘板 シー ル 
モデ ル 名 シ 


lmooo-oswvaO 


y 
d 


YMM J 


— Ib 


Cambridge, P116 
SE122,SE132,SU7 
SE122,SE132,SU7, P121 
SE122,SE132,SU7 
SE122,SE132,SU7, P121 
Cambridge,P116, P121 
P116 

SE132,SU7 

SE132,SU7 

SE132,SU7 

SE132,SU7 

SE132,SU7 

SE132,SU7 

SE132,SU7 

SE132,SU7 

SE132,SU7 
Cambridge,P116, P121 


(WB48500) 


(WB48490) 


(ZF61940) 
(WK75900) 


(WK73290) 


Cambridge,P116, P121 
Cambridge,P116, P121 
Cambridge,P116, P121 
Cambridge,P116, P121 
SE121,SE132,SU7 
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Silent SH2/SC2 Series (UP/GP) 


Ш OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (UP)) 
@ YF101 


e Front view (正面 ) 


) T 


e A view(A 視 図 ) 


x oES 
| 


= 


d 
| Lat 
C) 


71 e. [ 
PEDAL UNIT SH2: See page 57. | 


(ペダ ル ユ ニッ ト SH2) PEDAL UNIT LH: See page 54. 
) 


(ペダ ル ユ ニッ ト LH 
e KEY SHUTTER (キー シャ ッ タ ー) 


н = zi (130) SHUTTER ASSEMBLY 
vip し (シャ ッ タ ー Ass у) 
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e Right side view (右側 面 ) (ai) 


SHUTTER ASSEMBLY ; 
(シャ ッ タ ー Ass' y) 


SWITCH BOX UNIT: 
(SW-BOX ユニ ッ ト ) | 
See page 48. | 
| | 
B 
中 
| 
十 
* 
| n | 
[9b 
it I = 
| un 
e 


e Rear view (背面 ) 


e D view (D 視 図 ) 


^ 


© 


ES 


JUR 
21 DC IN UNIT: See page 62. 
(DC IN ユニ ッ ト ) (ei) 
S=] 
l 
lew The 


Silent SH2/SC2 Series (UP/GP) 


e B view (B 視 図 ) 


ーー 


(40) SWITCH BOX UNIT: See page 48. 


(SW-BOX ユニ ッ ト ) 
e C view (C 視 図 ) 


m 


TI 


KEY SENSOR UNIT: 
(キー セン サー ユニ ッ ト ) 
See page 43. 


pe, UNIT: See page 62. 


(DC IN ユニ ッ ト ) 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. 


DESCRIPTION 


REMARKS 


ZW580900 
WE96530R 
ZE832500 
ZE83100S 
22419200 
WF456600 
WN822001 
WE96570R 
WP172201 
WE96570R 
ZZ461500 
WE96520R 
ZY745800 
VP359100 
WE96520R 
ZZ332400 
CB04054R 
VQ87000R 
WF112200 
ZK070400 
ZJ684400 
V797790R 
CB81751R 
WE96520R 
CB04054R 
WE96520R 
VR42900R 
WF10940R 
V4806201 


WE94180R 
WE969100 


WE969100 


WE96570R 


03760420 


V4396000 


ZW587800 
WY221400 
ZY718300 
ZZ749500 
ZA941600 


※: New Parts 
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OVERALL ASSEMBLY 
OVERALL ASSEMBLY 

KEY SENSOR UNIT 

TRUSS HEAD TAPPING SCREW-1 
KEY SENSOR SPACER 

KEY SENSOR SPACER 
SWITCH BOX UNIT BLACK 
BIND HEAD SCREW 

PEDAL UNIT LH 

TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SH2 

TRUSS HEAD TAPPING SCREW-1 
DC IN UNIT 

TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
CORD CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
HOLDER, WIRE 

PEDAL SENSOR ANGLE 

BIND HEAD TAPPING SCREW-S 
SHUTTER ASSEMBLY 

KEY SHUTTER GRAY SCALE 
KEY SHUTTER GRAY SCALE BLOCK 
CLIP, WIRE 

TRUSS HEAD TAPPING SCREW-1 
HOLDER, WIRE 

TRUSS HEAD TAPPING SCREW-1 
CLIP BLACK 

BIND HEAD TAPPING SCREW-1 
STOPPER RUBBER 
S-STOPPER ASSEMBLY 

HANG RAIL ASSEMBLY M 

RAIL RECEIVER ASSEMBLY 
BIND HEAD TAPPING SCREW-S 
BIND HEAD SCREW 

RAIL RECEIVER ASSEMBLY 
BIND HEAD SCREW 

HANG METAL FITTINGS M ASSEMBLY 
TRUSS HEAD TAPPING SCREW-1 
METAL FITTING ASSEMBY 

NUT 

S-LEVER CROSS 

S-DRIVE SPRING 

ACTION SEAL 

NAME PLATE SEAL YMMJ 
MODEL NAME SEAL 


ACCESSORIES 

AC ADAPTOR 

AC CORD 

HEADPHONE HANGER 
HANGER SCREW SETUSER 
HEADPHONE 


YF101 

UP-SH/TA YCJ 

4.0X20 MFZN2B3 

U3 A YCJ 

LL A YCJ 

208EX H UP BLBT 
4.0X12 MFZN2B3 
YES-160EX 

4.0X16 MFZN2W3 
YES-160EX 

4.0X16 MFZN2W3 

208EX 

4.0X12 MFZN2B3 
DF1B-DF1B 16P-10P+2P+3P+4P 
NK-5N 

4.0X12 MFZN2B3 

DC PLUG-DF1B 2P-3P 2800mm 
S-72B-E L=50 


4.0X16 MFZN2W3 
131EX -F 

UPS-F 

UPS 


4.0X12 MFZN2B3 
S-72B-E L-50 
4.0X12 MFZN2B3 
A-2 

3.0X10 MFZN2B3 


MTYPE 
116EX 


4.0X8 MFZN2W3 
4.0X20 MFZN2W3 
135EX 

4.0X20 MFZN2W3 


4.0X16 MFZN2W3 


M-116EX 
4M D. SUS304 


RS30 


PA300C 
J 2P 2.5A 2.5m 


USER PACKAGE 18S 
HPH200P 
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Silent SH2 Series (UP) 
YF101 


(V983070) 
(V983000) 
(V983010) 


(V983020) 


(WA13580) 
(V983050) 


(V439290) 


Silent SH2/SC2 Series (UP/GP) 


Ш OVERALL ASSEMBLY ( 総 組立 ) (Silent SH2 Series (GP)) 


※ This figure shows the C1-C5. (この 図 は 、C1-C5 で す 。) 


e D view (D 視 図 ) 


[lm то: MD UNIT 


=] = TO: KS UNIT 


SWITCH BOX UNIT 
(SW-BOX ユニ ッ ト ) 
: See раде 48. 


B 
ud 


e A view (A 視 図 ) PEDAL UNIT SG PEDAL UNIT LG (ペダ ル ユ ニッ ト LG) 
(ペダ ル ユ ニッ ト SG) (40). See page 55 
: See page 58. | 


PEDAL UNIT SOG 
(ペダ ル ユ ニッ ト SO0G) 
Y : See page 63. 


e 


\ーーー 
ナーーー 


Ic 
LÍ 
る @ 


+ 


* B view (B 視 図 ) 
e View Е-Е (断面 図 ヒーE) 
MOTOR DRIVE UNIT 
(MD ユニ ッ ト ) 
: See page 63. 


167 (168 


N 


ò 


TO: SWBOX 
Li 


Silent SH2/SC2 Series (UP/GP) 


* C view (C 視 図 ) 
HAMMER SENSOR UNIT 
(ハン マー セン サー ユニ ッ ト ) 
: See page 39. 


e KEY SHUTTER (キー シャ ッ タ ー) SHUTTER ASSEMBLY 
(シャ ッ タ ー Ass y) 


Са 80а 
оов) 900) 
MOTOR DRIVE UNIT 
(MD ユニ ッ ト ) 
SWITCH BOX UNIT : See page 63. 
(SW-BOX ユニ ッ ト ) 


: See page 48. 


• F view (F 視 図 ) 


О! O [9] 


1 

1 
| リー ロコ ш) TO: HS UNIT 
1 

1 


y ш) TO: SWBOX 


4 © 
Пё 
MS 


KEY SENSOR UNIT 
(キー セン サー ユニ ッ ト ) 
: See page 44. 
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ое + * 


PART NO. 


DESCRIPTION 


z 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


ZX374300 
ZW580300 
ZX374200 


WE966200 
VP205500 
WF113000 
ZP585100 
ZA600400 
WF109900 
WF109900 
ZY737600 
ZY737800 
ZZ419300 
ZZ419600 
WF456600 


WR310200 
WE96520R 
WV003000 
WE96520R 
WU740200 
WE96520R 
VU27820R 
ZK070500 
ZJ684500 
V797790R 
ZZ774200 
WE96520R 
V6759600 
VS51940R 
WE965601 
WF840400 
VT599001 
ZY745700 
CB04054R 
WE96520R 
VP359500 
WE96520R 
WE96520R 
VP359100 
WE96520R 
ZD176900 
WE96520R 
ZZ536100 
CB81751R 
WE96520R 
※: New Parts 


OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
HAMMER SENSOR UNIT 
HAMMER SENSOR UNIT 
HAMMER SENSOR UNIT 
HAMMER SENSOR UNIT 

JOINT ASSEMBLY 

ADJUSTER JOINT 

BASE JOINT 

PAN HEAD SCREW 

LONG LOCK SCREW 

SET SCREW 

KEY SENSOR UNIT 

KEY SENSOR UNIT 

TRUSS HEAD TAPPING SCREW-1 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
BIND HEAD SCREW 

NUT 

MODEL NAME SEAL 

MODEL NAME SEAL 

MODEL NAME SEAL 

PEDAL UNIT LG 

TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SG 

TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SOG 

TRUSS HEAD TAPPING SCREW-1 
HAMMER SHUTTER SG 
SHUTTER ASSEMBLY 

KEY SHUTTER GRAY SCALE 
KEY SHUTTER GRAY SCALE BLOCK 
MOTOR DRIVE UNIT 

TRUSS HEAD TAPPING SCREW-1 
MD CONNECTION STICK 
ANGLE, DAMPER PEDAL SENSOR 
TRUSS HEAD TAPPING SCREW-1 
PEDAL SENSOR ANGLE 2 

BIND HEAD SCREW 

ANGLE SPACER, PS 
CONNECTOR ASSEMBLY 
HOLDER, WIRE 

TRUSS HEAD TAPPING SCREW-1 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
CORD CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 

CLIP, WIRE 
TRUSS HEAD TAPPING SCREW-1 


GPS BLACK MODEL BT 
GPS BLACK MODEL 
GPS WHITE MODEL BT 
GPS WHITE MODEL 
GPS BLACK MODEL BT 
GPS BLACK MODEL 
GPS WHITE MODEL BT 
GPS WHITE MODEL 
GPS BLACK MODEL BT 
GPS BLACK MODEL 
GPS WHITE MODEL BT 
GPS WHITE MODEL 
GP-SH/TA-C1 KIT 
GP-SH/TA-C1 YCJ 
GP-SH/TA-C3 YI 
GP-SH/TA-C6 YCJ 


4.0X6 MFZN2W3 
4.0X14 MFNI33 
4.0X8 MFZN2B3 
GC1SHTA 
GP-SH/TA-C6 
4.0X8 MFZN2B3 
NK-4N 

4.0X8 MFZN2B3 
208EX H GP BL BT 
208EX H GP WH BT 
208EX H GP BL 
208EX H GP WH 
4.0X12 MFZN2B3 
4.0X20.0 D 
GC1MSH2 
C1TDSH2 

C1XSH2 


4.0X12 MFZN2B3 


4.0X12 MFZN2B3 


4.0X12 MFZN2B3 


GS GP-F 

GP-F 

UPS 

SH2 

4.0X12 MFZN2B3 


LG 

4.0X16 MFZN2B3 

SG 

4.0X25 MFZN2B3 

T=1.0 GPS 

DF1B-DF1B 16P-10P+2P+3P+4P 
S-72B-E L-50 

4.0X12 MFZN2B3 

NK-6N 

4.0X12 MFZN2B3 

NK-4N 

4.0X12 MFZN2B3 

NK-5N 

4.0X12 MFZN2B3 
SWB-KS DF1B10P-900 
NK-4N 

4.0X12 MFZN2B3 
DF1B-PH 18P-10P 2100mm 


4.0X12 MFZN2B3 
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Silent SH2 Series (GP) 
GC1M/C1X/C1TD BLACK E,U,A,J,K 
GC1M/C1X/C1TD BLACK Y 
GC1M/C1X/C1TD WHITE E,U,A,J,K 
GC1M/C1X/C1TD WHITE Y 
GC2/C2-5X,TD/S3-5X BLACK E,U,A,J,K 
GC2/C2-5X,TD/S3-5X BLACK Y 
GC2/C2-5X,TD/S3-5X WHITE E,U,A,J,K 
GC2/C2-5X,TD/S3-5X WHITE Y 
C6-7X/S6-7X BLACK E,U,A,J,K 
C6-7X/S6-7X BLACK Y 
C6-7X/S6-7X WHITE E,U,A,J,K 
C6-7X/S6-7X WHITE Y 

(ZX39170) 
GC1M/C1X/C1TD 
GC2/C2-5X;TD/S3-5X 
C6-7X/S6-7X 

(VP18020) 

(VP56480) 

(VP20420) 


C6-7X/S6-7X 
(WB80520) 


E,U,A,J,K 
E,U,A,J,K 
Y 
Y 


(WF58190) 

(ZZ97640) 

(ZZ97660) 

(ZZ97680) 
DAMPER Pedal 


SHIFT Pedal 


SOSTENUTO Pedal 


(WR68580) 


(WB80520) 


(WB80520) 


Silent SH2/SC2 Series (UP/GP) 
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PART NO. 


DESCRIPTION 


REMARKS 


VR42900R 
WF10940R 


WE96520R 


ZW587800 
VAC76400 
ZP300600 
WY221400 
ZG891000 
ZY718300 
ZZ749500 
ZA941600 


※: New Parts 


CLIP BLACK 

BIND HEAD TAPPING SCREW-1 
ACTION CAUTION LABEL 
PLATE 

TRUSS HEAD TAPPING SCREW-1 
INSULOK TIE 

NAME PLATE SEAL YMMJ 


ACCESSORIES 

AC ADAPTOR 

AC CORD 

AC CORD 

AC CORD 

AC CORD 

HEADPHONE HANGER 
HANGER SCREW SETUSER 
HEADPHONE 


A-2 

3.0X10 MFZN2B3 
SG 

GP 

4.0X12 MFZN2B3 
BK-1 

SILENT PA-300C 


PA300C 


J 2P 2.5A 2.5m 
K 2P 2.5A 


USER PACKAGE 18S 
HPH200P 


V テ 1 テテ テテ 1 Bu 


こき の テモ ミワ IK 


(WU88680) 
(V579070) 


(CB06925) 
(ZZ97980) 


Silent SH2/SC2 Series (UP/GP) 


Ш OVERALL ASSEMBLY ( 総 組立 ) (Silent SC2 Series (UP)) 


e Front view (正面 ) 


※ This figure shows the B1. (この 図 は 、B1 で す 。) 


210 ere 


гї 

| 

| 

| 

| 

| 

| 

| 

I 

| 

| 

| 

| 

| 

| 

1 | 
H BEN 
Н TEN 
| | 
| 

| 

71 | 
Н i | 
| | 
| 


= Б; 
e A view (A 視 図 ) 
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ГӨ 
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e F view(F 視 図 ) 


610) SHUTTER A 
(シャ ッ タ ー A) 


33 


Silent SH2/SC2 Series (UP/GP) 


e Right side view (右側 面 ) 


SHUTTER ASSEMBLY 
(シャ ッ タ ー Ass у) 


SWITCH BOX UNIT: | D 
(SW-BOX ユニ ッ ト ) 
See page 51. | r Í 
1 
I 


e D view e E view 
^ レ ^ 
n 0) — |. さ 
DC IN UNIT: [сп] 
(DC IN ユニ ッ ト ) g HF 
E See page 62. С 
ФЕ l 
4 
4 
A 
di 
à 
L-J 
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e B view (B 視 図 ) 


o9 (n9 


(40) SWITCH BOX UNIT: See page 51. 
(SW-BOX ユニ ッ ト ) 


e C view (C 視 図 ) 
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KEY SENSOR UNIT: 
(キー セン サー ユニ ッ ト ) 
See pade 46. 


Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 
OVERALL ASSEMBLY 


REMARKS 
Silent SC2 Series (UP) 


[DH 
HR 


kl 


OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 


UPS BLACK MODEL 
UPS WHITE MODEL 
UPS BLACK MODEL 
UPS WHITE MODEL 
UPS BLACK MODEL 
UPS WHITE MODEL 


B1,2,2e/B113/K/M2/JU,JX BLACK 
B1,2,2e/B113/K/M2/JU,JX WHITE 
M3/P22D BLACK 

M3 WHITE 

B3/B3e/B121/M5/U1J BLACK 
B3/B3e/B121/M5/U1J WHITE 


ZX375300 | KEY SENSOR UNIT UP-SH-YI/YCJ 

WE96530R | TRUSS HEAD TAPPING SCREW-1 | 4.0X20 MFZN2B3 

ZY737700 | SWITCH BOX UNIT BLACK M BLACK MODEL 

ZY737900 | SWITCH BOX UNIT WHITE M HITE MODEL 

WF456600 | BIND HEAD SCREW 4.0X12 MFZN2B3 
- NUT 4.0X20.0 D 

WN822001 | PEDAL UNIT LH 

WE965100 | TRUSS HEAD TAPPING SCREW-1 | 4.0X14 MFZN2W3 

WP172201 | PEDAL UNIT SH2 

WE965100 | TRUSS HEAD TAPPING SCREW-1 | 4.0X14 MFZN2W3 

22461500 | DC IN UNIT 

WE96520R | TRUSS HEAD TAPPING SCREW- | 4.0X12 MFZN2B3 

ZY745800 | CONNECTOR ASSEMBLY DF1B-DF1B 16P-10P+2P+3P+4P 
= CORD CLAMP BLACK NK-5N 

WE96520R | TRUSS HEAD TAPPING SCREW- | 4.0X12 MFZN2B3 
-- CORD CLAMP 

WE96520R | TRUSS HEAD TAPPING SCREW-1 | 4.0X12 MFZN2B3 

ZZ332400 | CONNECTOR ASSEMBLY DC PLUG-DF1B 2P-3P 2800mm 

CB830070 | STOPPER, CORD K105G 

VQ87000R | PEDAL SENSOR ANGLE 

WF112200 | BIND HEAD TAPPING SCREW-S | 4.0X16 MFZN2W3 

CB830070 | STOPPER, CORD K105G 

CB04054R | HOLDER, WIRE S-72B-E L-50 

WE96520R | TRUSS HEAD TAPPING SCREW- | 4.0X12 MFZN2B3 

VR42900R | CLIP BLACK A-2 

WF10940R | BIND HEAD TAPPING SCREW-1 | 3.0X10 MFZN2B3 

SHANK STOPPER ASSEMBLY MP90Z 

PAN WASHER HEAD SCREW 5.0X15 MFZN2W3 

SSRB SUPPORT ATYPE 

WF10950R | BIND HEAD TAPPING SCREW- | 4.0X16 MFZN2W3 

WG484300 | PAN WASHER HEAD SCREW 4.0X30 MFZN2W3 

WF584500 | HEXAGONAL NUT M4 SW 

WG260800 | TRUSS HEAD TAPPING SCREW-1 | 4X12.2 WAX MFZN2W3 
- TRUSS HEAD TAPPING SCREW-1 | 4.0X10 MFZN2W3 SW 
- SUPPORT FELT RB 

WF584500 | HEXAGONAL NUT M4 SW 

WF57880R | FLAT WASHER 4.0X12X1.0 MFZN2W3 

CB818540 | BINDING TIE T-30RF-2 

WF104200 | FLAT HEAD SCREW 5.0X10 MFZN2W3 

WF104200 | FLAT HEAD SCREW 5.0X10 MFZN2W3 

WF585700 | HEXAGONAL NUT M4 #1 LEFT HAND 

WF577900 | FLAT WASHER 5.0X16X1.6 MFZN2W3 
ー ADJUSTMENT SEAL UP 

ZJ673100 | SHUTTER А UP-MP 

ZJ684400 KEY SHUTTER GRAY SCALE UPS-F 

ZJ672900 | KEY SHUTTER GRAY SCALE BLOCK | RF UPS-M 

SHUTTER-TAPE RF KSC-500-YAM 

NAME PLATE SEAL SILENT PA-300C 

MODEL NAME SEAL 18S-UP YI 


BLACK 
WHITE 


の の ゴ せ ご ご ご ご 


(WF58190) 
DAMPER Pedal 


SOFT Pedal 


(VP35910) 


(ZX12710) 
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(V776690) 
M3/P22D (WG80750) 
(V776810) 


c 
2 


B3/B3e/B121/M5/U1J 

M3/P22D 

M3/P22D 

B1,2,2e/B113/K/M2/JU,JX 
(WG48500) 

(VV86690) 
B1,2,2e/B113/K/M2/JU,JX 
B1,2,2e/B113/K/M2/JU,JX 


c 
ー 


B1,2,2e/B113/K/M2/JU,JX 
B1,2,2e/B113/K/M2/JU,JX 


Cea 
2 


M3/P22D 


(V217880) 


(V379270) 
(ZZ35580) 
(ZZ76490) 


の ) 
ささ ミミ で 叶 コ ゴス 員 一 の の 届 ロ ナー エロ の きき ロミ で き 


Н RR YAY 


м 
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ACCESSORIES 
ZW587800 | AC ADAPTOR PA300C 
VAC76400 | AC CORD 
ZP300600 | AC CORD 
WY221400 | AC CORD J 2P 2.5A 2.5m 
ZG891000 | AC CORD K 2P 2.5A 
ZY718300 | HEADPHONE HANGER 
22749500 | HANGER SCREW SETUSER USER PACKAGE 18S 
ZA941600 | HEADPHONE HPH200P 
ZV542000 | HEADPHONE HPH50 


HU № V 


E 


E 
U,R,A,Y,K,J 
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V Vi | Z > Zà | Bn 


※: New Parts 
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Silent SH2/SC2 Series (UP/GP) 


Ш OVERALL ASSEMBLY ( 総 組立 ) (Silent SC2 Series (GP)) 


° G view (G 視 図 ) 


@ (roX ros ob {706 rod) 


136/135 1 


131Y130 
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pe Ug E ME 
Е == H e 
PEDAL UNIT LG ae z FW 
(ペダ ル ユ ニッ KLG) : See page 51. 
: See (60 55. 
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• A view (A 視 図 ) PEDAL UNIT SG • B view (B 視 図 ) 
: See is 
d en EA | 


E • E view (E 視 図 ) ° F view (E 視 図 ) 
(о \ | 
EM [ ^ ^ A- A- A- 


Silent SH2/SC2 Series (UP/GP) 


* C view (C 視 図 ) 


B( シ ャ ッ タ ーB) 
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e D view (D 視 図 ) 
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KEY SENSOR UNIT: 
(キー セン サー ユニ ッ ト ) 
See page 47. 


Silent SH2/SC2 Series (UP/GP) 


PART NO. 


DESCRIPTION 


z 


REMARKS 


ZY737700 
ZY737900 
WF456600 
ZZ300400 
WF109900 
WF109900 
ZJ673300 
ZJ684500 
ZJ672900 
WR310200 
WE96520R 
WR310300 
WE96520R 


VC811700 
CB81751R 
WE877900 
WE974300 
ZY745700 
WE96520R 
ZD176900 
WE96520R 
CB04054R 
WE96520R 


WE96520R 


WE96520R 
VP35900R 
WE96520R 
VS51940R 
WE965601 


WF840400 
VT599001 
VR42900R 
WF10940R 
VP35900R 
WE96520R 


ZW587800 
VAC76400 
ZP300600 
ZG891000 
ZY718300 
ZZ749500 
ZA941600 


РРРР 
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OVERALL ASSEMBLY 
OVERALL ASSEMBLY 
OVERALL ASSEMBLY 

SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 

BIND HEAD SCREW 

NUT 

KEY SENSOR UNIT 

TRUSS HEAD TAPPING SCREW-1 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
SHUTTER B 

KEY SHUTTER GRAY SCALE 
KEY SHUTTER GRAY SCALE BLOCK 
SHUTTER-TAPE RF 

PEDAL UNIT LG 

TRUSS HEAD TAPPING SCREW-1 
PEDAL UNIT SG 

TRUSS HEAD TAPPING SCREW-1 
SC BRACKET S ASSEMBLY 

SC BRACKET S 

MINI CLAMP 

CLIP, WIRE 

BIND HEAD TAPPING SCREW-S 
BIND HEAD TAPPING SCREW-S 
CONNECTOR ASSEMBLY 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
CONNECTOR ASSEMBLY 
NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
HOLDER, WIRE 
TRUSS HEAD TAPPING SCREW-1 
CORD CLAMP 
TRUSS HEAD TAPPING SCREW-1 
PLATE 
TRUSS HEAD TAPPING SCREW-1 
CABLE TIES BLACK 

NYLON CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
ANGLE, DAMPER PEDAL SENSOR 
TRUSS HEAD TAPPING SCREW-1 
PEDAL SENSOR ANGLE 2 

BIND HEAD SCREW 

ACTION CAUTION LABEL 
ANGLE SPACER, PS 

CLIP BLACK 

BIND HEAD TAPPING SCREW-1 
CORD CLAMP BLACK 

TRUSS HEAD TAPPING SCREW-1 
NAME PLATE SEAL 

MODEL NAME SEAL 


ACCESSORIES 

AC ADAPTOR 

AC CORD 

AC CORD 

AC CORD 

HEADPHONE HANGER 
HANGER SCREW SETUSER 
HEADPHONE 


GPS BLACK MODEL 
GPS WHITE MODEL 
M BLACK MODEL 

M WHITE MODEL 
4.0X12 MFZN2B3 
4.0X20.0 D 
18S-GB1K YI 

4.0X8 MFZN2B3 
NK-4N 

4.0X8 MFZN2B3 
GP-MP 

GP-F 

RF UPS-M 
KSC-500-YAM 


4.0X12 MFZN2B3 


4.0X12 MFZN2B3 
SC2 


UAMS-07-0 


3.0X6 MFZN2W3 

4.0X6 MFZN2B3 
DF1B-DF1B 16P-10P+2P+3P+4P 
NK-4N 

4.0X12 MFZN2B3 
SWB-KS DF1B10P-900 
NK-4N 

4.0X12 MFZN2B3 
S-72B-E L-50 

4.0X12 MFZN2B3 


4.0X12 MFZN2B3 
GP 

4.0X12 MFZN2B3 
(KSS) SIZE 10cm 
NK-8N 

4.0X12 MFZN2B3 
LG 

4.0X16 MFZN2B3 
SG 

4.0X25 MFZN2B3 
SG 

T=1.0 GPS 

A-2 

3.0X10 MFZN2B3 
NK-5N 

4.0X12 MFZN2B3 
SILENT PA-300C 
GB1KSC2 


PA300C 


K 2P 2.5A 


USER PACKAGE 18S 
HPH200P 
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Silent SC2 Series (GP) 
GB1K BLACK 

GB1K WHITE 

BLACK 

WHITE 


(WF58190) 


(WB80520) 


(V379270) 
DAMPER Pedal 


SHIFT Pedal 


(VAC6710) 
(ZV59150) 


(WB80520) 


(WB80520) 


(ZX12710) 


(V579070) 


(ZX35380) 


(WR68580) 
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e Top view (上 面 ) 
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PART NO. 


DESCRIPTION 


REMARKS 


ZX374300 
ZW580300 
ZX374200 
ZW581600 
WG256500 
WF304801 
ZW582100 
WG256600 
VP846301 
ZX284700 


WG485400 


WG256400 


WG256400 


WG256400 


WG490100 


WG490100 


WE98020R 


CB81751R 
WE98020R 
WQ836200 
ZX127000 


※: New Parts 


HAMMER SENSOR UNIT 
HAMMER SENSOR UNIT 
HAMMER SENSOR UNIT 
HAMMER SENSOR UNIT 
CIRCUIT BOARD 

FLAT HEAD TAPPING SCREW-P 
PAN WASHER HEAD TAPPING SCREW-S 
CIRCUIT BOARD 

PAN HEAD TAPPING SCREW-P 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
HAMMER SENSOR BRACKET 
HAMMER SENSOR COVER 
PAN HEAD TAPPING SCREW-S 
ANGLE BRACKET L 

PAN WASHER HEAD SCREW 
HAMMER SENSOR STAY 

PAN WASHER HEAD SCREW 
HAMMER SENSOR STAY B 
PAN WASHER HEAD SCREW 
HAMMER FIBER COVER 
HAMMER FIBER COVER 
HAMMER FIBER COVER 
HAMMER FIBER COVER 
HAMMER FIBER COVER 
HAMMER FIBER COVER 
PLUG, EMITTER C 

PAN HEAD TAPPING SCREW-P 
PLUG, RECEIVER C 

PAN HEAD TAPPING SCREW-P 
LENS 

WIRE CLIP 

BIND HEAD TAPPING SCREW-S 
PROTECTION COVER 
PROTECTION COVER 
PROTECTION COVER 
PROTECTION COVER 
PROTECTION COVER 
PROTECTION COVER 
OPTICAL FIBER 

WIRE HARNESS THREAD 
LABEL, CAUTION 

LABEL, CAUTION 

CLIP, WIRE 

CORD CLAMP 

BIND HEAD TAPPING SCREW-S 
FFC CUSHION A 

ACETATE CLOTH NO.5 


GP-SH/TA-C1 YCJ 
GP-SH/TA-C3 YI 
GP-SH/TA-C6 YCJ 
HS3 

3.0X10 MFZN2B3 
3.0X6 MFZN2W3 
EMIT 

3.0X20 MFZN2B3 
GHS-A2 KRD-13P 
GHS-A2 KRD-13P 
G1 

G1 

2.0X4 MFZN2W3 
C1 

3.0X3 MFZN2W3 


3.0X3 MFZN2W3 


3.0X3 MFZN2W3 
G1-L T=0.2 

G1-L T=0.2 
G1-C T=0.2 
G1-C T=0.2 
G1-R T=0.2 
G1-R T=0.2 

PP HQS 

3.0X6 MFZN2B3 
PP HQS 

3.0X6 MFZN2B3 
SENSOR HEAD 
S-75B-E 

3.0X5 MFZN2W3 
A TYPE 

A TYPE 

В ТҮРЕ 

В ТҮРЕ 

С1 ТҮРЕ 

С1 ТҮРЕ 

@0.5 6000m 
FOR FIBER 
HAMMER SENSOR 
HAMMER SENSOR 


3.0X5 MFZN2W3 


15mmX30m 


IIWW+4mo+III TI I| 


r-ir 


a’ HHHH 


B 


バー カバ ー 
バー カバ ー 
バー カバ ー 
バー カバ ー 
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Silent SH2 Series (GP) 
GC1M/C1X/C1TD 
C2-5, S3-5X 
C6-7X/S6-7X 


(VP1773K) 
(VP1779K) 


(WU9566K) 
(VP17850) 
(WU73880) 


(VP22960) 
(ZX24770 
(VP22980 
(ZX24810 
(VP23010 
(ZX24860 
(VT48120 


(VT48130) 


(VN57990) 
(CB50203) 


(VP17860) 
(ZX24650) 
(VP17870) 
(ZX24690) 
(V936830) 
(ZX24640) 
(VN37120) 
(ZC63540) 
(V658360) 
(ZY24350) 


(ZX12710) 


Silent SH2/SC2 Series (UP/GP) 


ll KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) (Silent SH2 Series (UP)) 


e Top view (上 面 ) 
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eSide view (側面 ) 


e Front view (正面 ) 
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eBottom view (下面 ) 


1 | ! 


ТҮТҮТҮТҮТҮГҮГҮТҮТӨТӨТ 
RR 


we TT TT TLLA] 


! ! | } 


! | 


PAN PAN 
ЛААЛ Л, М, МТ, т CULE REM 


! | 


| 


PART NO. 


МАА 


DESCRIPTION 


2 
us UGC ; 
WJ тюзю 


eene 


АВС DEFGHIJKL 1 23 4 8 6 78 


Emission side Receiver side 


(発光 側 ) (受光 側 ) 


REMARKS 


ZF364900 
ZX375300 
ZW580900 
V7977400 


WG526801 


WG242400 
WE877900 


ZW581800 
V7068600 
V8891600 
V889150R 
WG242400 
WE953900 
ZD176700 
WG484100 


**: New Parts 


KEY SENSOR UNIT 

KEY SENSOR UNIT 

KEY SENSOR UNIT 

KEY SENSOR UNIT 

KEY SENSOR BRACKET GS 
KEY SENSOR BRACKET GS 
ADHESIVE TAPE 

ACETATE CLOTH NO.5 

LABEL 

SENSOR HEAD GS 

SENSOR PLUG AS 

BIND HEAD TAPPING SCREW-S 
BIND HEAD TAPPING SCREW-S 
OPTICAL FIBER 

WIRE HARNESS THREAD 
WIRE HARNESS THREAD 
CIRCUIT BOARD 

SEAL SERIAL NUMBER 

KEY SENSOR SPRING HOLDER 
KEY SENSOR UNIT GS 

SPRING GS 

BIND HEAD TAPPING SCREW-S 
BIND HEAD SCREW 
CONNECTOR ASSEMBLY 

PAN WASHER HEAD SCREW 


YCJ-UP-SH-YI 
UP-SH-YI/YCJ 
UP-SH/TA YCJ 


SH 
15X30 
15mmX30m 


UPS 

1.2mm 

3.0X4 MFZN2W3 
3.0X6 MFZN2W3 
$0.5 6000m 
FOR FIBER 
FOR FIBER 
EKS3 


(B) 
3.0X4 MFZN2W3 
3.0X18 MFZN2W3 


SWB-KS DF1B10P-PH9P-450 


3.0X5 MFZN2W3 
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Silent SH2 Series (UP) 
SE122/132,SU7, 
Cambridge,P116,P121 
YF101,U, YU, YUS 
SE122,SE132,SU7 

(ZA59710) 


(ZX12700) 
SE122/132,SU7, 

(V797750) 

(V708030) 
SE122/132,8U7,Cambridge,P116,P121 
YF101,U, YU, YUS 


(VN37120) 
(ZC63540) 
(ZC63540) 


SE122/132,SU7, 

SE122/132,SU7,Cambridge,P116,P121 
SE122/132,SU7,Cambridge,P116,P121 
SE122/132,SU7,Cambridge,P116,P121 
SE122/132,SU7,Cambridge,P116,P121 
SE122/132,SU7,Cambridge,P116,P121 
SE122/132,SU7, 
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Silent SH2/SC2 Series (UP/GP) 


ll KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) (Silent SH2 Series (GP)) 


e Rear view (背面 ) A 


Гө б] Eg 5 
= т * 
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DD $3 19) P 


• A view (A 視 図 ) e Side view (側面 ) 


DATAA SARAS ADHA И И А О 


0000000000000) 


Етп, pe Resalva side 


(受光 側 ) 


<C6-7X/S6-7X> 


* Rear view (背面 ) A 
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(発光 側 ) (SHA) (50) (626) 
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PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


ZP585100 
ZA600400 
WG526801 
V7977500 
V7080300 
WE877900 


ZW581800 


ZC096900 
WG489300 
WG484100 
WG484100 


※: New Parts 


KEY SENSOR UNIT 
KEY SENSOR UNIT 
KEY SENSOR UNIT 
KEY SENSOR BRACKET 
ADHESIVE TAPE 
SENSOR HEAD GS 
SENSOR PLUG AS 


BIND HEAD TAPPING SCREW-S 


OPTICAL FIBER 

WIRE HARNESS THREAD 
WIRE HARNESS THREAD 
CIRCUIT BOARD 

KEY SENSOR STAY B 

KEY SENSOR STAND 
HEIGHT ADJUSTING SPRING 
FLAT HEAD SCREW 

PAN WASHER HEAD SCREW 
CONNECTOR ASSEMBLY 
PAN WASHER HEAD SCREW 
CONNECTOR ASSEMBLY 
FERRITE CORE 


GC1SHTA 
GP-SH/TA-C6 
GPS R C3 
15X30 

UPS 

1.2mm 

3.0X6 MFZN2W3 
$0.5 6000m 
FOR FIBER 
FOR FIBER 
EKS3 


GP 

SS2 GPS KS 180EX 
3.0X18 MZFN2W3 
3.0X5 MFZN2W3 
KS-SW GP-SH PF 
3.0X5 MFZN2W3 
KS-HS GP-SH-C3-B 
E04SR150718 
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Silent SH2 Series (GP) 


C6-7X/S6-7X 


(WH38420) 


(VN37120) 
(ZC63540) 
(ZC63540) 


(WG12620) 
(WC87070) 


(VAU1050) 


(ZJ04700) 
(WV95520) 
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Silent SH2/SC2 Series (UP/GP) 


ll KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) (Silent SC2 Series (UP)) 


25 


e Top view (上 面 ) 
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eSide view (側面) 


e Front view (正面 ) 


@9 (82) 
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б (92) @9 (82) 
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e Bottom view (下面 ) 


(40) x gg 
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e Fiber wiring (ファ イ バ ー 配 線 図 ) 
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РАВТ МО. 


DESCRIPTION 
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Emission side Receiver s 


ABO DEFGHIJKL 1 2 3 4 5 678 
ission si iver side 
(発光 側 ) (受光 側 (50) 


REMARKS 


ZX375300 


WG526801 
V7977500 
V7080300 
WG242400 


ZW581800 
V7068600 
V8891600 
V889150R 
WG242400 
WE953900 
ZD176700 
WG484100 


**: New Parts 
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KEY SENSOR UNIT 

KEY SENSOR UNIT 

KEY SENSOR BRACKET GS 
ADHESIVE TAPE 

ACETATE CLOTH NO.5 
SENSOR HEAD GS 

SENSOR PLUG AS 

BIND HEAD TAPPING SCREW-S 
OPTICAL FIBER 

WIRE HARNESS THREAD 
WIRE HARNESS THREAD 
CIRCUIT BOARD 

KEY SENSOR SPRING HOLDER 
KEY SENSOR UNIT GS 

SPRING GS 

BIND HEAD TAPPING SCREW-S 
BIND HEAD SCREW 
CONNECTOR ASSEMBLY 

PAN WASHER HEAD SCREW 


UP-SH-YI/YCJ 


15X30 
15mmX30m 
UPS 

1.2mm 

3.0X4 MFZN2W3 
$0.5 6000m 
FOR FIBER 
FOR FIBER 
EKS3 


(В) 

3.0X4 MFZN2W3 

3.0X18 MFZN2W3 
SWB-KS DF1B10P-PH9P-450 
3.0X5 MFZN2W3 
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Silent SC2 Series (UP) 


(ZX12700) 


(VN37120) 
(ZC63540) 
(ZC63540) 


ll KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) (Silent SC2 Series (GP)) 


Silent SH2/SC2 Series (UP/GP) 


° Тор view (上 面 ) 6) 00 

== ==) mca P 8. == 
ШЇ ў КИНИН: ЕИН ТУЛУМ RR ШШ 
e Side view (側面 ) 
e Front view (正面 ) 


ABC DEFGHIJKL 1 2 3 4 5 6 7 8 


Emission side( 発 光 側 ) Receiver side (M) 


PART МО. 


DESCRIPTION 


ru 


REMARKS 


22300400 
WC1513K0 
WG526801 
V7977500 
V7080300 
WE877900 


ZW581800 


ZC096900 
WG489300 
WG484100 
WG484100 


**: New Parts 


KEY SENSOR UNIT 

KEY SENSOR UNIT 

KEY SENSOR BRACKET 
ADHESIVE TAPE 

ACETATE CLOTH NO.5 
SENSOR HEAD GS 

SENSOR PLUG AS 

BIND HEAD TAPPING SCREW-S 
OPTICAL FIBER 

WIRE HARNESS THREAD 
WIRE HARNESS THREAD 
CIRCUIT BOARD 

KEY SENSOR STAY B 

KEY SENSOR STAND 
HEIGHT ADJUSTING SPRING 
FLAT HEAD SCREW 

PAN WASHER HEAD SCREW 
PAN WASHER HEAD SCREW 


18S-GB1K YI 
GPS-KD 
15X30 
15mmX30m 
UPS 

1.2mm 

3.0X6 MFZN2W3 
90.5 6000m 
FOR FIBER 
FOR FIBER 
EKS3 


GP 

SS2 GPS KS 
3.0X18 MZFN2W3 
3.0X5 MFZN2W3 
3.0X5 MFZN2W3 
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Silent SC2 Series (ОР) 


(ZX12700) 


(VN37120) 
(ZC63540) 
(ZC63540) 


(WG12620) 
(WC87070) 
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Silent SH2/SC2 Series (UP/GP) 


ll SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) (Silent SH2 Series) 


x . 
The hexagonal nuts come with(200). ※1 
(六角 ナッ ト は 、(200 の 付属 品 で す 。) B 


※1 parts are used only for Bluetooth equipped models. 
(※1 の 部 品 は 、Bluetooth 搭 載 モ デル の み 使 用 し ます 。) 
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"ИР 
PART МО. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


22419200 
22419500 
22419400 
22419700 
2715300 
2715800 
WF112501 
22526600 
22526700 
WF112501 
ZY716400 
WE99810R 
ZY716600 
ZY716700 
ZY716800 


WF305601 
ZY717300 
ZY717500 
ZY717800 


ZY717900 
WE877801 
VAE56200 
ZX920500 
WF028601 
ZZ433500 
WF267601 
ZZ433800 
ZZ433900 
WF028601 
WF55990R 
ZZ434000 
WF266603 
WE878300 
ZV588600 
WF305601 
ZY744000 
ZY744100 
ZY744800 
ZY744900 
ZY745000 
ZY745100 


ZY745200 


z: New Parts 


SWITCH BOX UNIT 

SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
BOTTOM CASE H BLACK 
ADHESIVE CLOTH-TAPE 

TOP COVER BLACK 

BIND HEAD TAPPING SCREW-B 
PANEL CASE A BLACK 

PANEL CASE A WHITE 

BIND HEAD TAPPING SCREW-B 
BT CASE BLACK 

BIND HEAD TAPPING SCREW-B 
VOLUME KNOB BLACK 
VOLUME KNOB WHITE 

PUSH BUTTON ARRAY BLACK 


BIND HEAD TAPPING SCREW-P 
PANEL PLATE H BLACK 

PANEL PLATE H WHITE 
DIFFUSING LENS 


SWITCH SUPPORT BRACKET 
BIND HEAD TAPPING SCREW-S 
ADHESIVE CLOTH-TAPE 

LIGHT PARTITION WHITE 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
CIRCUIT BOARD 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
HEXAGONAL NUT 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
BIND HEAD SCREW 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
FILAMENT TAPE 

CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
GOODS LABEL 

LABEL WIRELESS 


208EX H UP BL BT 
208EX H UP WH BT 
208EX H UP BL 
208EX H UP WH 


10mm 


3.0X5 MFZN2B3 
HU BLACK MODEL 
HU WHITE MODEL 
3.0X5 MFZN2B3 


3.0X12 MFZN2B3 
BLACK MODEL 
WHITE MODEL 


3.0X6 MFZN2B3 
BLACK MODEL WITH TAPE 
WHITE MODEL WITH TAPE 


3.0X6 MFZN2B3 
10mm 


DM 

3.0X6 MFZN2B3 

PNLH 

2.0X6 MFZN2B3 

SW 

AUXO 

3.0X6 MFZN2B3 
M12.0X14X2 P=1.0 
MIDI 

3.0X8 MFZN2B3 

3.0X6 MFZN2B3 

BT 

3.0X6 MFZN2B3 
GH-GH 11P 45mm 
GH-GH 7P 45mm 
GH-GH 8P 45mm 
PH-PH 4P 45mm 
PH-PH 6P 60mm 
PH-PH 13P-12P 130mm 
12X50 

DF1B-GH 16P-15P 45mm 
DF1B-GH 18P-10P+8P 60mm 
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Silent SH2 Series (UP) 
BLACK E,U,A,J,K 
WHITE E,U,A,J,K 
BLACK Y 

WHITE Y 


E,U,A,J,K 


BLACK 
WHITE 


BLACK VOICE/VALUE, VOLUME 
"| WHITE VOICE/VALUE, VOLUME 
Standby/On,VOICE/SONG/UTILITY, 


CFX/Select/Metronome, 
Bosendorfer/Rec/Reverb, 
Others/Play/Pause/Func. 


BLACK 
WHITE 


` | VOICE,SONG, UTILITY, 


CFX,Select,Metronome, 
Bosendorfer,Rec, Reverb, 
Others, Play/Pause 


E,U,A,J,K 
E,U,A,J,K 


E,U,A,J,K 


f | E,U,A,J,K 


SENSOR 
MD/AMP 


E,U,A,J,K 


(WG52560) 


(WG52560) 


(VP83460) 


(ZY74530) 
(WC19230) 
(VAC4960) 
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Silent SH2/SC2 Series (UP/GP) 
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・GP 
PART МО. 


DESCRIPTION 


REMARKS 


ZY737600 
ZY737800 
ZZ419300 
ZZ419600 
ZY715300 
ZY715800 
WF112501 
ZZ526200 
ZZ526300 
WF112501 
ZY716400 
WE99810R 
ZY716600 
ZY716700 
ZY716800 


WF305601 
ZY717300 
ZY717500 
ZY717800 


ZY717900 
WE877801 
VAE56200 
ZX920500 
WF028601 
ZZ433500 
WF267601 
ZZ433800 
ZZ433900 
WF028601 
WF55990R 
ZZ434000 
WF266603 
WE878300 
ZV588600 
WF305601 
ZY744000 
ZY744100 
ZY744800 
ZY744900 
ZY745000 
ZY745100 


ZY745200 


к: New Parts 


SWITCH BOX UNIT 

SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
BOTTOM CASE H BLACK 
ADHESIVE CLOTH-TAPE 

TOP COVER BLACK 

BIND HEAD TAPPING SCREW-B 
PANEL CASE A BLACK 

PANEL CASE A WHITE 

BIND HEAD TAPPING SCREW-B 
BT CASE BLACK 

BIND HEAD TAPPING SCREW-B 
VOLUME KNOB BLACK 
VOLUME KNOB WHITE 

PUSH BUTTON ARRAY BLACK 


BIND HEAD TAPPING SCREW-P 
PANEL PLATE H BLACK 

PANEL PLATE H WHITE 
DIFFUSING LENS 


SWITCH SUPPORT BRACKET 
BIND HEAD TAPPING SCREW-S 
ADHESIVE CLOTH-TAPE 

LIGHT PARTITION WHITE 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
CIRCUIT BOARD 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
HEXAGONAL NUT 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
BIND HEAD SCREW 

CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
FILAMENT TAPE 

CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
GOODS LABEL 

PROTECTION FILM 

LABEL WIRELESS 


208EX H GP BL BT 
208EX H GP WH BT 
208EX H GP BL 
208EX H GP WH 


10mm 


3.0X5 MFZN2B3 
HG BLACK MODEL 
HG WHITE MODEL 
3.0X5 MFZN2B3 


3.0X12 MFZN2B3 
BLACK MODEL 
WHITE MODEL 


3.0X6 MFZN2B3 
BLACK MODEL WITH TAPE 
WHITE MODEL WITH TAPE 


3.0X6 MFZN2B3 
10mm 


DM 

3.0X6 MFZN2B3 

PNLH 

2.0X6 MFZN2B3 

SW 

AUXO 

3.0X6 MFZN2B3 
M12.0X14X2 P=1.0 
MIDI 

3.0X8 MFZN2B3 

3.0X6 MFZN2B3 

BT 

3.0X6 MFZN2B3 
GH-GH 11P 45mm 
GH-GH 7P 45mm 
GH-GH 8P 45mm 
PH-PH 4P 45mm 
PH-PH 6P 60mm 
PH-PH 13P-12P 130mm 
12X50 

DF1B-GH 16P-15P 45mm 
DF1B-GH 18P-10P+8P 60mm 
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Silent SH2 Series (GP) 
BLACK E,U,A,J,K 
WHITE E,U,A,J,K 
BLACK Y 

WHITE Y 


(WG52560) 


BLACK VOICE/VALUE, VOLUME 
WHITE VOICE/VALUE, VOLUME 
Standby/On,VOICE/SONG/UTILITY, 
CFX/Select/Metronome, 
Bosendorfer/Rec/Reverb, 
Others/Play/Pause/Func. 


BLACK 
WHITE 


、 | VOICE,SONG,UTILITY, 


CFX,Select,Metronome, 
Bosendorfer,Rec,Reverb, 
Others,Play/Pause 


(WG52560) 


E,U,A,J,K 


E,U,A,J,K 
E,U,A,J,K 
SENSOR 
MD/AMP 


(VP83460) 


(ZY74530) 
(WC19230) 
(WR82230) 
(VAC4960) 


Silent SH2/SC2 Series (UP/GP) 


ll SWITCH BOX UNIT (SW-BOX ユ ニッ ト ) (Silent SC2 Series) 


ith(200). 


The hexagonal nuts come with 
(六角 ナ ッ ト は 、@00) の 付属 品 で す 。) 
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Silent SH2/SC2 Series (UP/GP) 
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* UP 
PART NO. 


DESCRIPTION 


REMARKS 


ZY737700 
ZY737900 
ZY715600 
ZY715800 
WF112501 
ZZ526600 
ZZ526700 
WF112501 
ZY716600 
ZY716700 
ZY716800 


WF305601 
ZY717600 
ZY717700 
ZY717800 


ZY717900 
WE877801 
VAE56200 
ZX920500 
WF028601 
ZZ651900 
WF267601 
ZZ433800 
ZY744000 
ZY744100 
ZY744800 
ZY745200 


※: New Parts 


SWITCH BOX UNIT 

SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
BOTTOM CASE M BLACK 

TOP COVER BLACK 

BIND HEAD TAPPING SCREW-B 
PANEL CASE A BLACK 

PANEL CASE A WHITE 

BIND HEAD TAPPING SCREW-B 
VOLUME KNOB BLACK 
VOLUME KNOB WHITE 

PUSH BUTTON ARRAY BLACK 


BIND HEAD TAPPING SCREW-P 
PANEL PLATE M BLACK 

PANEL PLATE M WHITE 
DIFFUSING LENS 


SWITCH SUPPORT BRACKET 
BIND HEAD TAPPING SCREW-S 
ADHESIVE CLOTH-TAPE 

LIGHT PARTITION WHITE 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
CIRCUIT BOARD 

CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
GOODS LABEL 

PROTECTION FILM 


M BLACK MODEL 
M WHITE MODEL 


3.0X5 MFZN2B3 
HU BLACK MODEL 
HU WHITE MODEL 
3.0X5 MFZN2B3 
BLACK MODEL 
WHITE MODEL 


3.0X6 MFZN2B3 
BLACK MODEL WITH TAPE 
WHITE MODEL WITH TAPE 


3.0X6 MFZN2B3 
10mm 


DM 

3.0X6 MFZN2B3 

PNLM 

2.0X6 MFZN2B3 

SW 

GH-GH 11P 45mm 
GH-GH 7P 45mm 
GH-GH 8P 45mm 
DF1B-GH 16P-15P 45mm 


100000X162mm 
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Silent SC2 Series (UP) 
BLACK 
WHITE 


BLACK 
WHITE 


BLACK VOICE/VALUE,VOLUME 
WHITE VOICE/VALUE, VOLUME 
Standby/On,Rec,Play/Stop, 
Metronome,Func. 


BLACK 
WHITE 
Rec,Play/Stop, 
Metronome 


(WG52560) 


SENSOR 
(WC19230) 
(WR82230) 


х X X X 


LIE 


* X X X * 


・GP 
PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


ZY737700 
ZY737900 
ZY715600 
ZY715800 
WF112501 
ZZ526600 
ZZ526700 
WF112501 
ZY716600 
ZY716700 
ZY716800 


WF305601 
ZY717600 
ZY717700 
ZY717800 


ZY717900 
WE877801 
VAE56200 
ZX920500 
WF028601 
ZZ651900 
WF267601 
ZZ433800 
ZY744000 
ZY744100 
ZY744800 
ZY745200 


※: New Parts 


SWITCH BOX UNIT 

SWITCH BOX UNIT BLACK 
SWITCH BOX UNIT WHITE 
BOTTOM CASE M BLACK 

TOP COVER BLACK 

BIND HEAD TAPPING SCREW-B 
PANEL CASE A BLACK 

PANEL CASE A WHITE 

BIND HEAD TAPPING SCREW-B 
VOLUME KNOB BLACK 
VOLUME KNOB WHITE 

PUSH BUTTON ARRAY BLACK 


BIND HEAD TAPPING SCREW-P 
PANEL PLATE M BLACK 

PANEL PLATE M WHITE 
DIFFUSING LENS 


SWITCH SUPPORT BRACKET 
BIND HEAD TAPPING SCREW-S 
ADHESIVE CLOTH-TAPE 

LIGHT PARTITION WHITE 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-B 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-P 
CIRCUIT BOARD 

CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
GOODS LABEL 

PROTECTION FILM 


M BLACK MODEL 
M WHITE MODEL 


3.0X5 MFZN2B3 
HU BLACK MODEL 
HU WHITE MODEL 
3.0X5 MFZN2B3 
BLACK MODEL 
WHITE MODEL 


3.0X6 MFZN2B3 
BLACK MODEL WITH TAPE 
WHITE MODEL WITH TAPE 


3.0X6 MFZN2B3 
10mm 


DM 

3.0X6 MFZN2B3 

PNLM 

2.0X6 MFZN2B3 

SW 

GH-GH 11P 45mm 
GH-GH 7P 45mm 
GH-GH 8P 45mm 
DF1B-GH 16P-15P 45mm 


100000X162mm 
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Silent SC2 Series (GP) 
BLACK 
WHITE 


BLACK 
WHITE 


BLACK VOICE/VALUE, VOLUME 
WHITE VOICE/VALUE, VOLUME 
Standby/On,Rec,Play/Stop, 
Metronome,Func. 


BLACK 
WHITE 
Rec,Play/Stop, 
Metronome 


(WG52560) 


SENSOR 
(WC19230) 
(WR82230) 


53 


Silent SH2/SC2 Series (UP/GP) 


Ш PEDAL UNIT LH (ペダ ル ユ ニッ ト LH) (Silent SH2/SC2 Series (UP)) 


e Left side view (左側 面 ) e Top view (上 面 ) 


gH 


O 


m. 
PEDAL LH CONNECTOR ASSEMBLY 


(20) WIRE HOLDER ASSEMBLY (PDLH 東 線 Ass y) 
(ワイ ヤー ホル ダー 組 ) 


e Front view (正面 ) 


rz 


PEDAL LH CONNECTOR ASSEMBLY 
(PDLH 東 線 Ass y) 


PART NO. | DESCRIPTION 部 品 REMARKS 
PEDAL UNIT LH ペダ ル ユ ニッ ト Silent SH2/SC2 Series (UP) 
WN822001 | PEDAL UNIT LH ペダ ル ユ ニッ ト DAMPER Pedal 
WP172100 | PEDAL LH CONNECTOR ASSEMBLY PDLH 東 線 Ass' 
ー SENSOR BRACKET LH セン サー ブラ ケッ ト LH (WN82540) 
ー CONNECTOR ASSEMBLY PDS-LH 3P š (WN82550) 
WN822100 | WIRE HOLDER ASSEMBLY ワイ ヤー ホル ダー 組 
ー WIRE HOLDER LH WHITE ワイ ヤー ホル ダーLH (WP12600) 
ー WIRE SPRING 7 f wv Ж + (WP12610) 
ー PLASTIC TUBE RSF x= = 2 G (VQ88820) 


**: New Parts 
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Silent SH2/SC2 Series (UP/GP) 


ll PEDAL UNIT LG (バダ ル ユニ ッ ト LG) (Silent SH2/SC2 Series (GP)) 


e Bottom view (底面 ) 


О 


* A view (A 視 図 ) 


o 
G @ 


E 
ssp 


£A 
= 


E 


4 


PART NO. | DESCRIPTION 


авва 


i 


ul 


e B - В’ view (B - В’ 視 図 ) 


“ a 


| 


` 


23 


REMARKS 


PEDAL UNIT LG 
WR310200 | PEDAL UNIT LG 


VS71520R | BUSHING 


WY516800 | GROMMET 


AA104230 | WIRE SPRING 


ー PLASTIC TUBE 


**: New Parts 


WR687500 | CONNECTOR ASSEMBLY 
HS41252R | ROTARY VARIABLE RESISTOR 


CB059320 | WIRE HOLDER BLACK 


RN-8 
NG-79-A-1 


VQ23530R | HEIGHT ADJUSTING SPRING S 


C M1.0 


VS53940R | PEDAL SENSOR COVER LG 
VS53930R | PEDAL SENSOR STAY LG 
VS53920R | PEDAL SENSOR BRACKET LG 
WF105700 | BIND HEAD SCREW 
WG256300 | BIND HEAD SCREW 


3.0X4 MFZN2B3 
3.0X18 MFZN2B3 


PDS-LG2 DF1B-3P L=560 
B 10.0K RK16Y11L00 


TCU UU M M Ml sy LL 


c 
2 


+ 


— n 
ホル ダ 


Е № oom 


NOTH 


«м O > G оо | 


Silent SH2/SC2 Series (GP) 
DAMPER Pedal 


(VQ88820) 
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Silent SH2/SC2 Series (UP/GP) 


Ш PEDAL UNIT L (ペダ ル ユ ニッ ト L) (Silent SH2 Series (UP)) 


e Left side view (左側 面 ) • Top view (上 面 ) eFront view (正面 ) 


PART NO. | DESCRIPTION 
PEDAL UNIT L 
VQ461901 | PEDAL UNIT L 
VQ493300 | CONNECTOR ASSEMBLY PDS-L DF1B-3P 
HS41252R | ROTARY VARIABLE RESISTOR | B 10.0K RK16Y11L00 
AA104230 | WIRE SPRING 
CB059320 | WIRE HOLDER BLACK 
PLASTIC TUBE C M1.0 
L SENSOR BRACKET N 


REMARKS 
Silent SH2 Series (UP) 
SE122,SE132,SU7: DAMPER Pedal 


(VQ88820) 
(VS67870) 


TOXGIIDO 2 22H 
т О | M rrr|m 


**: New Parts 


ll PEDAL UNIT SH (ペダ ル ユ ニッ ト SH) (Silent SH2 Series (UP)) 


e Left side view (左側 面 ) e Top view (上 面 ) 


PART NO. | DESCRIPTION REMARKS 

PEDAL UNIT SH ペダ ッ Silent SH2 Series (UP) 

WK149901 | PEDAL UNIT SH ペダ р SOFT Pedal 

CONNECTOR ASSEMBLY WITH SW | PDS-S 2P (VQ86110) 
PEDAL SENSOR SPRING X > ` £ (VR06890) 
S SENSOR BRACKET Ыы ў Ë (VQ53760) 
BIND HEAD TAPPING SCREW-S | 3.0X12 MFZN2W3 (WE99450) 
BIND HEAD SCREW 3.0X20 MFZN2W3 (WG48790) 


※: New Parts 
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Ш PEDAL UNIT SH2 (ペダ ル ユ ニッ ト SH2) (Silent SH2/SC2 Series (UP)) 


PART NO. 


e Left side view (左側 面 ) 


PEDAL UNIT SOFTH 
(ペダ ル ユ ニッ ト SOFTH) 


i, 


Goa) 


| < 
| alee 
e 
e Top view (上 面 ) 
[ 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


WP172201 
WN822400 
VR06890R 
WG487900 
WN822500 
WE994500 


**: New Parts 


PEDAL UNIT SH2 

PEDAL UNIT SH2 

PEDAL UNIT SOFTH 

S SENSOR BRACKET 
PEDAL SENSOR SPRING 
BIND HEAD SCREW 
CONNECTOR ASSEMBLY 


BIND HEAD TAPPING SCREW-S 


PEDAL 


3.0X20 MFZN2W3 
SOFTH 2P 
3.0X12 MFZN2W3 


ペダ ル ユ ニッ ト SH 
ペダ ル ユ ニッ ト SH 
ペダ ル ユ ニッ ト SOF 
S セ ン サ ー ブ ラ ケッ 
ペダ ル セ ン サー バ 
J 2 2 +B I 

* # S 0 F T H 
S タ イト 十 B IND 


Silent SH2/SC2 Series (UP) 
SOFT Pedal 


(VQ53760) 
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Silent SH2/SC2 Series (UP/GP) 


ll PEDAL UNIT SG (ペダ ル ユ ニッ ト SG) (Silent SH2 Series (GP)) 


e Bottom view (底面 ) * A - A’ view (A - A 視 図 ) 


°) DIG 
i ^g] と vaa 


é “ 
ーー シン Ef 


999we き 
i Д 


u 


• B view (B 視 図 ) 


o@e 


PART NO. | DESCRIPTION 
PEDAL UNIT SG 
WV003000 | PEDAL UNIT SG 
WV878900 | CONNECTOR ASSEMBLY PDS-SG DF1B-2P L=560 
WM242100 | LEAF SWITCH LSB-1140-1AU 
VS71520R | BUSHING RN-8 
WY516800 | GROMMET NG-79-A-1 
VR06890R | PEDAL SENSOR SPRING 
- PEDAL SENSOR BRACKET 
- PEDAL SENSOR COVER BSG 
WE994500 | BIND HEAD TAPPING SCREW-S | 3.0X12 MFZN2W3 
WG487900 | BIND HEAD SCREW 3.0X20 MFZN2W3 
WF105700 | BIND HEAD SCREW 3.0X4 MFZN2B3 


REMARKS 
Silent SH2 Series (GP) 
SHIFT Pedal 


(VS53960) 
(WU99360) 


CU lbh жоо о|№ 


**: New Parts 
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ll PEDAL UNIT SG (ペダ ル ユ ニッ ト SG) (Silent SC2 Series (GP)) 


e Bottom view (下面 ) 


№ 
E Ч 


de 
< 


e B view (B 視 図 ) 


PART NO. 


DESCRIPTION 


e A view (A 視 図 ) 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


WR310300 
WV878900 
WM242100 
WY516800 
VR06890R 


WE994500 
WG487900 
WF105700 


**: New Parts 


PEDAL UNIT SG 

PEDAL UNIT SG 
CONNECTOR ASSEMBLY 
LEAF SWITCH 

GROMMET 

PEDAL SENSOR SPRING 
PEDAL SENSOR BRACKET 
PEDAL SENSOR COVER 
BIND HEAD TAPPING SCREW-S 
BIND HEAD SCREW 

BIND HEAD SCREW 


PDS-SG DF1B-2P L=560 
LSB-1140-1AU 
NG-79-A-1 


SG 

3.0X12 MFZN2W3 
3.0X20 MFZN2W3 
3.0X4 MFZN2B3 


UU | = M — чоо OR 


Silent SC2 Series (GP) 
GB1K (GP): SHIFT Pedal 


(VS53960) 
(VS53950) 
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Silent SH2/SC2 Series (UP/GP) 


ll PEDAL UNIT SOC (ペダ ル ユ ニッ ト SOC) (Silent SH2 Series (UP)) 


e Top view (上 面 ) e Right side view (右側 面 ) 


e Front view (正面 ) 


PART NO. | DESCRIPTION REMARKS 
PEDAL UNIT SOC ペダ 5 Silent SH2 Series (UP) 
WK725500 | PEDAL UNIT SOC zi P SE132,SU7,U3S,YUS3S,YUS5: 
SOSTENUTO Pedal 


WK725600 | CONNECTOR ASSEMBLY PDS-SOS DF1B-4P 
WM242100 | LEAF SWITCH LSB-1140-1AU 
WE994500 | BIND HEAD TAPPING SCREW-S | 3.0X12 MFZN2W3 
VR06890R | PEDAL SENSOR SPRING 
WG487900 | BIND HEAD SCREW 3.0X20 MFZN2W3 
ー SENSOR BRACKET SU7-S SOS UPS-SG Ы ў ッ (WK72570) 


**: New Parts 
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Silent SH2/SC2 Series (UP/GP) 


lll PEDAL UNIT SOG (ペダ ル ユ ニッ ト SOG) (Silent SH2 Series (GP)) 


e Bottom view (底面 ) * A - A’ view (A - A 視 図 ) 


• B view (B 視 図 ) 


PART NO. | DESCRIPTION 
PEDAL UNIT SOG 
WU740200 | PEDAL UNIT SOG 
WU740300 | CONNECTOR ASSEMBLY PDS-SOG3 DF1B-4P 束 線 PDS 
WM242100 | LEAF SWITCH LSB-1140-1AU リ 
VS71520R | BUSHING RN-8 Ї 
WY516800 | GROMMET NG-79-A-1 
WE994500 | BIND HEAD TAPPING SCREW-S | 3.0X12 MFZN2W3 
WG487900 | BIND HEAD SCREW 3.0X20 MFZN2W3 
WF105700 | BIND HEAD SCREW 3.0X4 MFZN2B3 
VR06890R | PEDAL SENSOR SPRING 
ー PEDAL SENSOR BRACKET 


REMARKS 
Silent SH2 Series (GP) 
SOSTENUTO Pedal 


テウ ワ ロ ワ ロワ ロート оо ој№ 


(VS53960) 
ー PEDAL SENSOR COVER : T (VS53950) 


**: New Parts 
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Silent SH2/SC2 Series (UP/GP) 


WE DC IN UNIT (DCIN ユ ニッ ト ) (Silent SH2/SC2 Series (UP)) 


PART МО. 


DESCRIPTION 


DCIN CABLE ASSEMBLY 
(DCIN 東 線 Ass y) 


REMARKS 


ZZ461500 
ZZ531700 
ZZ531800 
VAM42300 
VAM42500 
ZZ740700 
WE878300 


**: New Parts 
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DC IN UNIT 

DC IN UNIT 

DC IN BRACKET 

DC IN HOLDER 

DCIN CABLE ASSEMBLY 
CIRCUIT BOARD 
CONNECTOR ASSEMBLY 
ANTIVIBRATION RUBBER 
BIND HEAD SCREW 


DCIN 
DCIN XH-DF1B 3P-3P 200mm 


3.0X6 MFZN2B3 


g Z >< № > = |ñ* 


Silent SH2/SC2 Series (UP) 


(VAM4930) 


Silent SH2/SC2 Series (UP/GP) 


Bl MOTOR DRIVE UNIT (MD ユニ ッ ト ) (Silent SH2 Series (GP)) 


PART NO. 


MOTOR UNIT 
(モー ター ユニ ッ ト ) 


DESCRIPTION 


REMARKS 


ZZ774200 
WG169200 
ZG886300 
WJ872901 
WN661200 


WG526801 
WE774001 


WE969000 
CB04054R 
WE877801 
ZZ511900 
WE877801 
ZY773600 


**: New Parts 


MOTOR DRIVE UNIT 

MOTOR DRIVE UNIT 

MOTOR DRIVE BASE 
HEXAGONAL NUT 
HEXAGONAL BOLT 

PS-CB CUSHION-T12 

MOTOR UNIT 

MOTOR 

CONNECTOR ASSEMBLY 
MONOLITHIC CERAMIC CAPACITOR 
ADHESIVE TAPE 

BIND HEAD SCREW 

METAL FITTINGS 

ARTIFICIAL LEATHER 

BIND HEAD SCREW 

HOLDER, WIRE 

BIND HEAD TAPPING SCREW-S 
CIRCUIT BOARD 

BIND HEAD TAPPING SCREW-S 
CONNECTOR ASSEMBLY 


SH2 


M4 #1 

4.0X12 MFZN2W3 
PW09 

GP 
АВ-З5РМ-ҮМН2(1/150) 
MD PF ЗР 

560P 50V J TE 

15X30 

3.0X6 MFZN2W3 


6X6X0.8T 

4.0X8 MFZN2B3 
S-72B-E L-50 

3.0X6 MFZN2B3 
GMB3 

3.0X6 MFZN2B3 
DF1B-PH 3P-6P 30mm 
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Silent SH2 Series (GP) 


(ZZ77410) 


(WJ42590) 
(VAU1020) 
(ZW29180) 


(V525360) 
(VZ42010) 


Silent SH2/SC2 Series (UP/GP) 


ll ELECTRICAL PARTS ( 
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PART NO. 


ERE = 


FB, хун 


DESCRIPTION 


Bin) (Silent SH2 Series (UP/GP)) 
AUXO and BT and DCIN and DM 


REMARKS 


ZZ433900 
ZV588600 
VAM42300 
ZX920500 
ZW581800 
ZV574000 
ZW582100 
ZZ511900 
ZW581600 
ZZ434000 
ZZ433500 
ZZ433800 


ZZ433900 


WJ306200 
WJ306200 


ZV588600 
UF037101 
UF037101 


VAM42300 


ZS513600 


ZX920500 
VAJ85800 
VAJ85800 
VAJ85800 
VAJ85800 


※: New Parts 


ELECTRICAL PARTS 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 


CIRCUIT BOARD 
CONNECTOR 
PHONE CONNECTOR 
PHONE CONNECTOR 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


CIRCUIT BOARD 

ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CONNECTOR 


CHIP INDUCTOR 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 
CARBON RESISTOR (CHIP 
CARBON RESISTOR (CHIP 
CARBON RESISTOR (CHIP 
CARBON RESISTOR (CHIP 
CARBON RESISTOR (CHIP) 


CIRCUIT BOARD 
CONNECTOR 
DC POWER SUPPLY CONNECTOR 


CIRCUIT BOARD 

NOISE SUPPRESSION 
ELECTROLYTIC CAPACITOR BP 
ELECTROLYTIC CAPACITOR BP 
ELECTROLYTIC CAPACITOR BP 
ELECTROLYTIC CAPACITOR BP 


AUXO 
BT 
DCIN 
DM 
EKS3 
EKS3 
EMIT (HAMMER EMISSION) 
GMB3 
HS3 
MIDI 
PNLH 
SW 


AUXO 

PH 4P TE 
MSJ-064-15A B AG 
MSJ-064-15A B AG 
220P 50V J RECT. 
220P 50V J RECT. 
BLM18PG221SN1D 
BLM18PG221SN1D 
0 63M J RECT. 

0 63M J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
0 63M J RECT. 


BT 

10 16V 

10 16V 

100P 50V J RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
0.010 16V K RECT. 
0.100 10V K RECT. 
10 16V 

100P 50V J RECT. 
100P 50V J RECT. 
470P 50V К RECT. 
470P 50V К RECT. 
10 16V 

0.010 16V К RECT. 
PH 13P SE 
BM20SPKS1NBC-Y003A 


TC7SHO8FU 
R3112N291A-TR-FE 
BLM18PG600SN1 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
1.0K 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
100.0 63M J RECT. 
100.0 63M J RECT. 


DCIN 
XH 3P SE 
KM02019EBMP 


DM 

MM10SD 27X27 
100.00 25.0V RX ST 
100.00 25.0V RX ST 
100.00 25.0V RX ST 
100.00 25.0V RX ST 
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Silent SH2 Series (UP/GP) 
(ZX98770)(YJ477B0) 
(VAT4350)(YH878C0) 
(VAM4240)(YK022A0) 
(ҮЈ457В0) 
(YJ153A0) 
| (ZV57410)(YE239D0) 
(YJ151A0) 
(ZZ14280)(YG069C0) 
(YJ150A0) 
(ZX98780)(YJ478B0) 
(ZX98750)(YJ475B0)(YJ475C0) 
(ZX98760)(YJ476B0) 


E,U,A,J,K 
SH2UP 


SH2GP 
SH2GP 
SH2GP 


(ZX98770)(YJ477B0) 
(VB39000) 
AUX OUT L/L+R 
AUX OUT R 
(US06222) 
(US06222) 
(WQ53330) 
(WQ53330) 
(RD35000) 
(RD35000) 
(RD35810) 
(RD35810) 
(RD35000) 


E,U,A,J,K (VAT4350)(YH878C0) 


(US66210) 
(US62510) 
(US66210) 
(US66210) 
(US63410) 
(US62510) 


(US66210) 
(US66210) 
(US66247) 
(US66247) 


(US63410) 
(VT61990) 

BLUETOOTH AUDIO MODULE 
(YJ053C0) 
(XR680A0) 
(X9347A0) 
(V274700) 
(WK13900) 
(WK13900) 
( 
( 


AND 
VOLTAGE DETECTOR 


WK13900) 
WK13900) 
(RD45610) 
(RD45000) 
(RD45710) 
(RD45510) 
(RD45510) 
SH2UP (VAM4240)( YK022A0) 

(LB91903) 
DC IN 16V 


(YJ457B0) 
(ZZ43750) 


Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 

WH382500 | USB CONNECTOR UAR27 4P SE 

-- USB CONNECTOR YKF45-0033N 4P SE 
V6802600 | USB JACK USB 4P SE 

-- ROTARY ENCODER DC11B20222A1 
VB23040R | PHONE CONNECTOR YKB21-5352N 
VB23040R | PHONE CONNECTOR YKB21-5352N 
VB23040R | PHONE CONNECTOR YKB21-5352N 
25513600 | DC POWER SUPPLY CONNECTOR | KM02019EBMP 
V824560R | RELAY DC ATX203 
WB17080R | RELAY DC NA-12W-K 12V 
V824560R | RELAY DC ATX203 
WB17080R | RELAY DC NA-12W-K 12V 
ROTARY VARIABLE RESISTOR | B 10.0K RK097 
CERAMIC CAPACITOR (CHIP) 0.47 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 4700P 25V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 


REMARKS 
= TO DEVICE 


(WK45070) 
USB TO HOST 

` | VOICE/VALUE (7727630) 
AUX IN 

PHONES A 

PHONES B 

DC IN 16V 


| 
| 


VOLUME (ZX95940) 
(WJ59070) 
(US64347) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(ZA58460) 
(ZA58460) 
(US62510) 
(US62510) 
(ZA58460) 
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CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP. 
( 
( 
( 
( 
( 
( 


CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 


0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
10.0 16V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 


4.700 25V K KAKUTE 


0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
1500P 50V K RECT. 
1500P 50V K RECT. 
270P 50V J RECT. 
270P 50V J RECT. 
470P 50V K RECT. 
470P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
150P 50V J RECT. 
150P 50V J RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
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(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US66210) 
(US66210) 
(ZA58460) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US66310) 
(US66310) 
(US66310) 
(US66310) 
(US66310) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(WN11060) 
(US62510) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(US66315) 
(US66315) 
(US66227) 
(US66227) 
(US66247) 
(US66247) 
(US66310) 
(US66310) 
(US63410) 
(US63410) 
(US66210) 
(US66210) 
(US66215) 
(US66215) 
(US66210) 
(US66210) 
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390P 50V K RECT. 
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CERAMIC CAPACITOR (CHIP (US66239) 


※: New Parts 
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РАВТ МО. 


Silent SH2/SC2 Series (UP/GP) 


DESCRIPTION 


REMARKS 


※: New Parts 


CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
DIODE 

DIODE (CHIP) 

DIODE 

DIODE (CHIP) 

DIODE 

DIODE 

DIODE 

ZENER DIODE 

ZENER DIODE 

DIODE ARRAY 

DIODE ARRAY 

DIODE ARRAY 

DIODE ARRAY 

ZENER DIODE 

ZENER DIODE 

IC 


390P 50V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
0.100 16V Z RECT. 
0.100 16V Z RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
10P 50V D RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
10P 50V D RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.100 50V Z RECT. 
10.0 25V K TP 

10.0 25V КТР 
0.100 25V К 1608 
1000P 50V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
1000P 50V K RECT. 
100P 50V J RECT. 
47P 50V J RECT. 
47P 50V J RECT. 
100P 50V J RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 25V КТР 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 25V K 1608 
0.100 25V K 1608 
0.100 25V K 1608 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
KDS4148U-RTK/P TE 
D1FM3-5053 
KDS4148U-RTK/P TE 
RB160M-60 TR 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
UDZV6.8B 
UDZV6.8B 

155372 TE85L 
188372 TE85L 
155372 TE85L 
188372 TE85L 
UDZV6.8B 
UDZV6.8B 
R3112N291A-TR-FE 
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VOLTAGE DETECTOR 


(US66239) 
(US62510) 
(US62510) 
(US66210) 
(US66210) 
(US63510) 
(US63510) 
(US66210) 
(0566210) 
(0566110) 
(0566210) 
(0566210) 
(0566110) 
(0566310) 
(0566310) 
(0563410) 
(0563410) 
(0563410) 
(0563410) 
(0563410) 
(0506510) 
(WG88820) 
(WG88820) 
(ZN36460) 
(US66310) 
(US62510) 
(US66210) 
(US66310) 
(US66210) 
(US66147) 
(US66147) 
(US66210) 
(US62510) 
(US62510) 
(US62510) 
(WG88820) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(ZN36460) 
(ZN36460) 
(ZN36460) 
(US62510) 
(US62510) 
(US62510) 
(US66210) 
(US66210) 
(US62510) 
(US62510) 
(0566210) 
(0566210) 
(WG13930) 
(WC96250) 
(WG13930) 
(WK27220) 
(WG13930) 
(WG13930) 
(WG13930) 
(WY16350) 
(WY16350) 
(V942490) 
(V942490) 
(V942490) 
(V942490) 
(WY16350) 
(WY16350) 
(X9347A0) 


PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


X4943E01 
X4943E01 
X4943E01 
XR680B00 
YE573A00 


X5219A0R 


*: New Parts 


IC 


CHIP INDUCTOR 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTANCE 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


W29NO2GVSIAA 


W9825G6KH-6 
W9825G6KH-6 
W9825G6KH-6 
TC7SHO8FU 
74AHCT1G08GW,125 
BA4560RFV 
SN74LV21APWR 
AK5381VT-E2 
R1190H050B-T1-FE 
BA4560RFV 
BA4560RFV 
AK4396VF-E2 
BA4560RFV 
BA4560RFV 
HCPL-M600-500E 
74LVC1G08GW 
74AHC1G04GW,125 
74LVC1G32GW 
BLM18PG600SN1 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
560.0 63M D 1005 
3.3K 63M D 1005 
1.0K 63M D 1005 
0.00 63M J RECT. 
22.0K 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
47.0 63M J RECT. 
10.0K 63M J RECT. 
47.0 63M J RECT. 
22.0 63M J RECT. 
22.0 63M J RECT. 
68.0 63M J RECT. 
2.2K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
220.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
220.0 63M J RECT. 
100.0K 63M J RECT. 
10.0K 63M J RECT. 
220.0 1/4 J TP 

68.0 63M J RECT. 
68.0 63M J RECT. 
220.0 1/4 J TP 

220.0 1/4 J TP 

22.0 63M J RECT. 
22.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 


АЧМ EYEE ЧА Ч ЧАЧА ЧА ЧА ЧАЧА IEG ЧА ЧАЧА IEG Ч ЧАЧА EGE Ч ЧАЧА ЧЧ Ч ЧЧ Ч ЧЧ IE ЧЧ ЧЧ uS sooo C C 


ма іч KE AS NE RS AP AS AS AS AS 


VER CHE мемам SR RR ERE EE КИСИ Ce EE ALL TRA RE мр XEM 


へ へ へ へ へ べべ へ ささ さて 


いり りり いり りり きき きき NN UNNN 


WW V で WMV 


uw кы ы dee 
оя ER PR ER BR PR PR BR PR BR BR я 


D 


ER ER ERI 


VYYYYYYYYYYY 


Кл Vy XR XR XL Xr Y NMIO OO Ко оК O O O OO O O O O O O O om 


FLASH (NAND) ROM 2G WAVEL 


SDRAM (WAVE) 256M 
SDRAM (WORK) 256M 
SDRAM (WORK) 256M 
jus GATE 


OP AMP 

AND 

ADC 
REGULATOR +5V 
OP AMP 

OP AMP 

DAC 

OP AMP 

OP AMP 


AND 
INVERTER 
ORGATE 


(YJ773B0) 


(YC777A0) 
(X2377A0) 


(YD413A0) 
(YC777A0) 
(YC777A0) 
(X8324A0) 
(YC777A0) 
(YC777A0) 
(VR90370) 
(YA350A0) 
(YE572A0) 
(YH738A0) 

(V274700) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(RF55556) 
(RF55633) 
(RF55610) 
(RD45000) 
(RD45722) 
(RD45468) 
(RD45710) 
(RD45447) 
(RD45710) 
(RD45447) 
(RD45422) 
(RD45422) 
(RD45468) 
(RD45622) 
(RD45468) 
(RD45468) 
(RD45522) 
(RD45468) 
(RD45468) 
(RD45522) 
(RD45810) 
(RD45710) 
(RD15522) 
(RD45468) 
(RD45468) 
(RD15522) 
(RD15522) 
(RD45422) 
(RD45422) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45468) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45710) 
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PART NO. 


DESCRIPTION 


REMARKS 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
12.0K 63M D RECT. 
12.0K 63M D 1005 
68.0 63M J RECT. 
10.0K 63M J RECT. 
1.2K 63M J RECT. 
1.2K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0M 63M J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
0.00 63M J RECT. 
1.5K 63M J RECT. 
100.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
15.0K 63M D RECT. 
15.0K 63M D 1005 
15.0K 63M D RECT. 
15.0K 63M D 1005 
22.0K 63M D RECT. 
22.0K 63M D 1005 
22.0K 63M D 1005 
5.6K 63M D RECT. 
5.6K 63M D RECT. 
5.6K 63M D 1005 
5.6K 63M D 1005 
16.0K 63M D 1005 
16.0K 63M D 1005 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
16.0K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
16.0K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
1.2K 63M J RECT. 
1.2K 63M J RECT. 
100.0 63M J RECT. 
100.0 63M J RECT. 
4.7K 63M J RECT. 
4.7K 63M J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
15.0K 63M D RECT. 
15.0K 63M D 1005 
15.0K 63M D RECT. 
15.0K 63M D 1005 
22.0K 63M D RECT. 
22.0K 63M D 1005 
22.0K 63M D 1005 


АЧА ЧА МАЧА ЧА Ч ЧАЧА Ч МА Ч ЧАЧА CEES Ч ЧА ЧА ЧАЧА EE IES EEG Ч ЧА ЧА ЧАЧА Ч ЧА ЧА ЧАЧА SEE Ч ЧА SESE ЧА IEEE ЧЧ Ч Ч ЧА ЧА ча ча ча [BR 


ささ くさ ささ さく NSNNSS さ ささ ささ ささ 


ささ NN ささ くさ ささ ささ 


M, NL BP NL м ым ммм мм NINE NE NE NE NIME BP NL BP SUNL BP SNL BP NLNSL NE NE NE NUNML BP N N ЧУВ NL BP NL NE NEN NNN NEN NINE NE NE NNN NE SSS SEP NL NL Чі 


(RD45710) 
(RD45468) 
(RD45468) 
(RA15712) 
(RF55712) 
(RD45468) 
(RD45710) 
(RD45612) 
(RD45612) 
(RD45610) 
(RD45610) 
(RD45910) 
(RD45810) 
(RD45810) 
(RD45610) 
(RD45610) 
(RD45000) 
(RD45615) 
(RD45510) 
(RD45468) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45710) 
(RD45710) 
(RA15715) 
(RF55715) 
(RA15715) 
(RF55715) 
(RA15722) 
(RF55722) 
(RF55722) 
(RA15656) 
(RA15656) 
(RF55656) 
(RF55656) 
(RF55716) 
(RF55716) 
(RD45610) 
(RD45610) 
(RF55716) 
(RA15615) 
(RF55615) 
(RA15615) 
(RF55615) 
(RF55716) 
(RA15615) 
(RF55615) 
(RA15615) 
(RF55615) 
(RD45612) 
(RD45612) 
(RD45510) 
(RD45510) 
(RD45647) 
(RD45647) 
(RD45810) 
(RD45810) 
(RD45710) 
(RD45468) 
(RD45710) 
(RD45468) 
(RD45468) 
(RA15715) 
(RF55715) 
(RA15715) 
(RF55715) 
(RA15722) 
(RF55722) 
(RF55722) 


PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
RESISTOR ARRAY 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


0.00 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
2.2K 63M D RECT. 
2.2K 63M D RECT. 
2.2K 63M D 1005 
2.2K 63M D 1005 
3.9K 63M D RECT. 
3.9K 63M D RECT. 
3.9K 63M D 1005 
3.9K 63M D 1005 
1.0K 63M D 1005 
1.0K 63M D 1005 
3.9K 63M D RECT. 
3.9K 63M D 1005 
1.0K 63M D RECT. 
1.0K 63M D 1005 
1.0K 63M D 1005 
2.2K 63M J RECT. 
2.2K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
2.2K 63M J RECT. 
100.0 63M J RECT. 
100.0K 63M J RECT. 
2.2K 63M J RECT. 
100.0K 63M J RECT. 
100.0 63M J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
100.0 63M J RECT. 
100.0 63M J RECT. 
2.0K 63M J RECT. 
47.0K 63M J RECT. 
12.0K 63M J RECT. 
15.0K 63M J RECT. 
47.0K 63M J RECT. 
220.0 63M J RECT. 
22.0K 63M J RECT. 
10.0K 63M J RECT. 
1.5K 63M J RECT. 
22.0K 63M J RECT. 
220.0 63M J RECT. 
220.0 63M J RECT. 
0 63M J RECT. 
2.2K X4 

0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
100.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
100.0 63M J RECT. 
100.0K 63M J RECT. 
82.0K 63M J RECT. 
2.4K 63M J RECT. 
62.0K 63M J RECT. 
6.2K 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 


МАЧА Ч ЧАЧА ЧА Ч ЧАЧА ЧА Ч ЧАЧА CG ЧА ЧА IC ЧА ЧАЧА EE Ч ЧА Ч ЧА ЧА ЧАЧА S S ЧА ЧАЧА Ч ЧА ЧА ЧАЧА EEE Ч ЧА SESE Ч ЧА SEE ЧА Ч ЧА Ч Ч ЧА Ч А ча а ча [BR 


чоч 
чч 
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ERE AS INS AS ONS ASE RE 


чом мм мм eve eee OX OX X мм м X x HE момо x момо момо м М Мм eve ER EEE EEE КОКО 


AF NF AF RF AF ub tt nee 
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"я 
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КЖК, —— | 
Bh ка DA Bh EB Ph ER PB PER ER ER ER E 
th 


E MA MA MA I 
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SF AF AL AF AF AF Gus onu 
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ms 


P 


(RD45000) 
(RD45000) 
(RD45000) 
(RD45000) 
(RD45468) 
(RD45468) 
(RD45000) 
(RD45000) 
(RA15622) 
(RA15622) 
(RF55622) 
(RF55622) 
(RA15639) 
(RA15639) 
(RF55639) 
(RF55639) 
(RF55610) 
(RF55610) 
(RA15639) 
(RF55639) 
(RA15610) 
(RF55610) 
(RF55610) 
(RD45622) 
(RD45622) 
(RD45710) 
(RD45710) 
(RD45622) 
(RD45510) 
(RD45810) 
(RD45622) 
(RD45810) 
(RD45510) 
(RD45810) 
(RD45810) 
(RD45510) 
(RD45510) 
(RD45620) 
(RD45747) 
(RD45712) 
(RD45715) 
(RD45747) 
(RD45522) 
(RD45722) 
(RD45710) 
(RD45615) 
(RD45722) 
(RD45522) 
(RD45522) 
(RD35000) 
(WH21020) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45510) 
(RD45710) 
(RD45710) 
(RD45510) 
(RD45810) 
(RD45782) 
(RD45624) 
(RD45762) 
(RD45662) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45410) 
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PART NO. 


DESCRIPTION 


REMARKS 


z: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
POLY SWITCH 
DIGITAL TRANSISTOR 
DIGITAL TRANSISTOR 
TRANSISTOR (CHIP) 
TRANSISTOR (CHIP) 
TRANSISTOR (CHIP) 
CERAMIC CAPACITOR ( 


CHIP) 


ELECTROLYTIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 


CERAMIC CAPACITOR ( 


CHIP) 


MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 


CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 


CHIP) 
CHIP) 


MONOLITHIC CERAMIC CAPACITOR(CHIP) 


CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
MONOLITHIC CERAMIC CAPAC 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
MONOLITHIC CERAMIC CAPAC 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
MONOLITHIC CERAMIC CAPAC 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
MONOLITHIC CERAMIC CAPAC 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 

( 

( 

( 

( 

( 


CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR ( 
CERAMIC CAPACITOR ( 


CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
TOR(CH 
CHIP) 
CHIP) 
TOR(CH 
CHIP) 
CHIP) 
TOR(CH 
CHIP) 
CHIP) 
CHIP) 
TOR(CH 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 

) 

) 

) 

) 

) 

) 


CHIP 
CHIP 
CHIP 
CHIP 
CHIP 
CHIP 


10.0 63M J RECT. 
5.6K 63M J RECT. 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
0X4 

0X4 

0X4 

0X4 

0X4 

68X4 

68X4 

56X4 

56X4 

22X4 

22X4 

68X4 

68 X 4 

10K X4 

2.2K X4 

68X4 

10K X4 

2.2K X4 

10K X4 
SMDC185F/33-2 SMDC 
DTCO23JUBTL 
KRA226S-RTK/P 
2PC4081R 
2PC4081R 
2PC4081R 

0.010 16V K RECT. 
100 25V RVS-25V101 
0.100 25V К 1608 
0.100 10V K RECT. 
0.100 25V K 1608 
0.100 25V K 1608 
0.100 10V K RECT. 
10.000 25V K KAKUT 
4.700 25V K KAKUTE 
0.010 16V K RECT. 
0.010 16V K RECT. 
1000P 50V K RECT. 
0.47 16V K RECT. 
1000P 50V K RECT. 
10.0 16V K RECT. 
22U 6.3V M RECT. 
22U 6.3V M RECT. 
0.100 25V K 1608 
0.010 16V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
22U 6.3V M RECT. 
0.100 10V K RECT. 
2700P 50V K RECT. 
0.100 10V K RECT. 
0.010 16V K RECT. 
22U 6.3V M RECT. 
22U 6.3V M RECT. 
0.100 10V K RECT. 
9P 50V D RECT. 
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(RD45410) 
(RD45656) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(WH21670) 
(WH21670) 
(WH21670) 
(WH21670) 
(WH21670) 

(WH20660) 

(WH20660) 

(WH20640) 

(WH20640) 

(WH20540) 

(WH20540) 

(WH20660) 
(WH20660) 
(WH21180) 
(WH21020) 
(WH20660) 
(WH21180) 
(WH21020) 
(WH21180) 

(ZY21230) 

(WW78220) 

(WG98990) 
(ZK48390) 
(ZK48390) 
(ZK48390) 
(US63410) 


(ZN36460) 
(US62510) 
(ZN36460) 
(ZN36460) 
(US62510) 
(WF54790) 
(WN11060) 
(US63410) 
(US63410) 
(US66310) 
(WJ59070) 
(US66310) 
(ZA58460) 
(WD75810) 
(WD75810) 
(ZN36460) 
(US63410) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(WD75810) 
(US62510) 
(US66327) 
(US62510) 
(US63410) 
(WD75810) 
(WD75810) 
(US62510) 
(US66090) 


PART NO. 


DESCRIPTION 


REMARKS 


Silent SH2/SC2 Series (UP/GP) 


UF037101 


UF037101 


CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR B 
ELECTROLYTIC CAPACITOR BP 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 

) 

) 
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CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP 


1000P 50V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
150.00 10.0V CHIP 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
1000P 50V К RECT. 
1000P 50V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
12P 50V J RECT. 

15P 50V J RECT. 
0.100 10V K RECT. 

10 16V 

0.100 10V K RECT. 
0.100 10V K RECT. 

10 16V 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V UWP1C1 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V RVB-16V100M 
9P 50V D RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 

10 16V 

10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V RVB-16V100M 
100 16V 

0.100 10V K RECT. 
0.100 10V K RECT. 
1000P 50V К RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.1000 50V J KAKUT 
0.1000 50V J KAKUT 
0.0100 50V К RECT. 
0.0100 50V К RECT. 
1000P 50V K RECT. 
10 16V 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V UWP1C1 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
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(0566310) 
(0962510) 
(7458460) 
(0962510) 
(0962510) 
(0962510) 


(0962510) 
(0962510) 
(0962510) 
(0962510) 
(0962510) 
(0962510) 
(0566310) 
(0566310) 
(0562510) 
(0562510) 
(0566112) 
(0566115) 
(0562510) 


(0562510) 
(0562510) 


(UE13710) 
(UE13710) 
(UF23710) 
(UF23710) 
(ZD10490) 
(ZD10490) 
(UE13710) 
(UF23710) 
(ZD10490) 
(UE13710) 
(UF23710) 
(ZD10490) 
(US66090) 
(US62510) 
(US62510) 
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(UF23710) 
(ZD10490) 
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(US62510) 
(US62510) 
(US66310) 
(US66210) 
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UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
CERAMIC CAPACITOR (CHIP) 1000P 50V K RECT. 
CERAMIC CAPACITOR (CHIP) 1000P 50V K RECT. 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
LECTROLYTIC CAPACITOR BP (CHIP) | 10 25V RVB-25V100M 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 25V RVB-25V100M 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.1000 50V K 1005 
LECTROLYTIC CAPACITOR (CHIP) | 470.00 25.0V CHITS 
LECTROLYTIC CAPACITOR (CHIP) | 470.00 25.0V CHITS 
ONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V K 1608 
LECTROLYTIC CAPACITOR (CHIP) | 100 25V 
ONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V K 1608 

- ONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 25V K TP 
UF148101 | ELECTROLYTIC CAPACITOR (CHIP) | 100 25V 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 

- CERAMIC CAPACITOR (CHIP) 0.100 16V Z RECT. 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
CERAMIC CAPACITOR (CHIP) 0.100 16V Z RECT. 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 

- CERAMIC CAPACITOR (CHIP) 0.100 16V Z RECT. 
UF038103 | ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
CERAMIC CAPACITOR (CHIP) 0.100 16V Z RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
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ELECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP. 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
( ) 
( ) 
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CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 


10 25V RVB-25V100M 
10 25V RVB-25V100M 
1000P 50V K RECT. 
10.0 16V K RECT. 
0.010 16V K RECT. 
0.100 10V K RECT. 
22 25V MKAKUTE 
22 25V MKAKUTE 
2.2 25V M KAKUTE 
125V K RECT. 

2.2 25V MKAKUTE 
22 25У М KAKUTE 
22 25У М KAKUTE 
0.470 25V К 1608 
0.470 25V К 1608 
10.0 25V КТР 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 25V K 1608 
0.100 10V K RECT. 
0.100 25V K 1608 
0.100 10V K RECT. 
0.100 10V K RECT. 
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CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CONNECTOR PH 6P TE 
FFC/FPC CONNECTOR 52808 10P TE 
CONNECTOR GH 15P TE 
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PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


XZ414G01 


X5219A0R 


YD235A00 


X5049A0R 
X5049A0R 
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CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
CONNECTOR 
DIODE 

DIODE 

DIODE 

DIODE 

DIODE (CHIP) 
VARISTOR (CHIP) 
VARISTOR (CHIP) 
ZENER DIODE 
ZENER DIODE 
DIODE 

DIODE 

DIODE 

DIODE 
VARISTOR (CHIP) 
DIODE (CHIP) 
DIODE ARRAY 
DIODE ARRAY 
FILTER LC (CHIP) 
FILTER LC (CHIP) 
EMI FILTER (CHIP) 
FET (CHIP) 

FET 

FET 

IC 

IC 

IC 

IC 

IC 

IC 


IC 


IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

IC 

COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 
CHIP INDUCTANCE 


COMMON MODE COIL (CHIP) 
COMMON MODE COIL (CHIP) 


COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTOR 

CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 


PH 12P TE 

GH 8P TE 

PH 4P TE 

GH 10P TE 

GH 11P TE 

GH 7P TE 

GH 8P TE 
RB070MM-30TR TP 
RB070MM-30TR TP 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
D1F60 1A 600V TP 
AVRL161A1R1NTB 
AVRL161A1R1NTB 
UDZV6.8B 

UDZV6.8B 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
SMAB34 

SMAB34 
AVRL161A1R1NTB 
D1F60 1A 600V TP 
1SS372 TE85L 
1SS372 TE85L 
NFM18PC474R0J3D 
NFM18PC474R0J3D 
NFE31PT222Z1E9L 
NP15P04SLG-E1-AY 
US6K1TR 

US6K1TR 
R3112N291A-TR-FE 
TC7WH14FU 
MB8AA4710MP-GE1 
R1245K003G-TR 
BD9E151NUX-TR 
S29GL256S90TFI020 


W29N02GVSIAA 


W9864G6KH-6 
BD9A100MUV-E2 
AK5381VT-E2 
TC7SET32FU 
74AHCT1G32GW,125 
R5524N002A-TR-FE 
R3112N291A-TR-FE 
74VHC123AFT 
AK4396VF-E2 
NJM4556AM-TE1 
NJM4556AM-TE1 
BA4560RFV 
TMP89FW24AFG-7KH4 
PCA9516 
BD87A29FVM-TR 
LT8471EFE#TRPBF 
BLM18KG121TN1D 
BLM18KG121TN1D 
2.4uH 7E04NB-2R4N-G 
15uH SWPA6045S150MT 
2.2uH 7E03NA-2R2N-G 
600 BK1005HM601-T 
600 BK1005HM601-T 
DLP11SN900HL2L 
DLP11SN900HL2L 
BLM18PG221SN1D 
BLM18PG221SN1D 
BLM18PG600SN1 

600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 


77 7777 SN Ne ë 


N 4 4 мо мом 中 由 と と で で で くさ 


YUYU УУ Yous 
へ ささ へ へ さい CIA доң щщ 


“YN A ОП 


- 
^ 


- 
^ 


RAR S S Sy Я 


- 
p 


АЧСА АУ 


YVYYYYYAAYYYYYYY 


LANNY TV 0 


2 
ド 
イ 
イ 
プ 
プ 
プ 
т 
т 
т 
С 
С 
С 
С 
С 
С 


O 


Vy Vy Vy Vy Vy EEY u y y y yw OOO OOO O O O OO OO OOO 


(VT38930) 
(ZF24250) 
(VT38850) 
(ZF24200) 
(ZF24210) 
(ZF24170) 
(ZF24250) 
(ZW73220) 
(ZW73220) 
(WG13930) 
(WG13930) 
(VS20110) 
(WE67480) 
(WE67480) 
(WY16350) 
(WY16350 
(WG13930 
(WG13930 
(ZZ65410 
(ZZ65410) 
(WE67480) 
(VS20110) 
(V942490) 
(V942490) 
(WU19490) 
(WU19490) 
(ZC80520) 
(ZK38080) 
(ZA68370) 
(ZA68370) 
(X9347A0) 
(XY806B0) 
(YH621A0) 


VOLTAGE DETECTOR 

INVERTER 

CPU (SWX09) 

DC-DC CONVERTER  (YD832A0) 

DC-DC CONVERTER (ҮН749А0) 

FLASH (NOR) ROM 256M PROGRAM 
(YJ775D0) 

FLASH (NAND) ROM 2G WAVE H 
(YJ774B0) 

SDRAM (DSP) 64M 

DC-DC CONVERTER 

ADC 

ий GATE 


(YH748A0) 


(XW814B0) 
(YE571A0) 
USB HIGH SIDE POWER SWITCH 
VOLTAGE DETECTOR (X9347A0) 
SINGLE SHOT (X8506B0) 
DAC (X8324A0) 
OP AMP 
OP AMP 
OP AMP (YC777A0) 
E-PNS3a (YD841B0) 
IIC BUS HUB (X5263A0) 
WATCHDOG TIMER RESET (YG468A0) 
DC-DC CONVERTER 
(ZE06570) 
(ZE06570) 
(ZA32480) 
(ZU60270) 
(ZU61690) 
(WK13900) 
(WK13900) 
(WE86390) 
(WE86390) 
(WQ53330) 
(WQ53330) 
(V274700) 
(WK13900) 
(WK13900) 
(WK13900) 
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PART NO. 


DESCRIPTION 


Zn 


REMARKS 


: New Parts 


CHIP INDUCTANCE 

CHIP INDUCTOR 

CHIP INDUCTANCE 

CHIP SOLID INDUCTANCE 
COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 

CHIP INDUCTANCE 

COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 
COMMON MODE COIL 

COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 

COIL INDUCTOR (CHIP) 

CHIP INDUCTANCE 

COIL INDUCTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


600 BK1005HM601-T 
BLM18PG600SN1 
600 BK1005HM601-T 
BLM21PG221SN1D 
BLM18PG221SN1D 
BLM18PG221SN1D 
600 BK1005HM601-T 
600 BK1005HM601-T 
BLM18PG221SN1D 
BLM18PG221SN1D 
600 BK1005HM601-T 
BLM18PG221SN1D 
BLM18PG221SN1D 
600 BK1005HM601-T 
600 BK1005HM601-T 
BLM18PG221SN1D 
BLM18PG221SN1D 
PLT10HH1026ROPN 
15uH SWPA60458150MT 
10uH VLCF4018T 
10uH VLCF4018T 
600 BK1005HM601-T 
BLM18PG221SN1D 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
2.7K 63M J RECT. 
68.0 63M J RECT. 
1.0K 63M J RECT. 
68.0 63M J RECT. 
1.2K 63M D RECT. 
1.2K 63M D 1005 
10.0K 63M D RECT. 
10.0K 63M D 1005 
18.0K 63M D RECT. 
18.0K 63M D 1005 

0 63M J RECT. 

0 63M J RECT. 

15.0K 63M D RECT. 
15.0K 63M D 1005 
4.7K 63M D RECT. 
4.7K 63M D 1005 
39.0K 63M D RECT. 
39.0K 63M D 1005 
47.0 63M J RECT. 
22.0 63M J RECT. 
22.0 63M J RECT. 
68.0 63M J RECT. 
47.0 63M J RECT. 
68.0 63M J RECT. 
22.0 63M J RECT. 
22.0 63M J RECT. 
22.0 63M J RECT. 
68.0 63M J RECT. 
47.0 63M J RECT. 
0.00 63M J RECT. 
22.0 63M J RECT. 
0.00 63M J RECT. 
22.0 63M J RECT. 
47.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
7.5K 63M D RECT. 
7.5K 63M D 1005 

0 63M J RECT. 
22.0K 63M D RECT. 
22.0K 63M D RECT. 
22.0K 63M D 1005 
22.0K 63M D 1005 
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(WK13900) 

(V274700) 
(WK13900) 

(V890120) 
(WQ53330) 
(WQ53330) 
(WK13900) 
(WK13900) 
(WQ53330) 
(WQ53330) 
(WK13900) 
(WQ53330) 
(WQ53330) 
(WK13900) 
(WK13900) 
(WQ53330) 
(WQ53330) 

(ZX95760) 
(ZU60270) 
(WJ43660) 
(WJ43660) 
(WK13900) 
(WQ53330) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD45627) 
(RD45468) 
(RD45610) 
(RD45468) 

(RA15612) 

(RF55612) 

(RA15710) 

(RF55710) 

(RA15718) 

(RF55718) 
(RD35000) 
(RD35000) 
(RA15715) 
(RF55715) 
(RA15647) 
(RF55647) 
(RA15739) 
(RF55739) 
(RD45447) 
(RD45422) 
(RD45422) 
(RD45468) 
(RD45447) 
(RD45468) 
(RD45422) 
(RD45422) 
(RD45422) 
(RD45468) 
(RD45447) 
(RD45000) 
(RD45422) 
(RD45000) 
(RD45422) 
(RD45447) 
(RD45468) 
(RD45468) 
(RD45710) 
(RA15675) 
(RF55675) 
(RD35000) 
(RA15722) 
(RA15722) 
(RF55722) 
(RF55722) 


PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


METAL FILM RESISTOR (CHIP) 


CARBON RESISTOR (CHIP) 


METAL FILM RESISTOR (CHIP) 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


68.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
1.5K 63M J RECT. 
68.0 63M J RECT. 
27.0 63M D RECT. 
27.0 63M D 1005 
27.0 63M D RECT. 
27.0 63M D 1005 
1.0M 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
1.0M 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
470.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
1.0K 63M J RECT. 
1.5K 63M J RECT. 
8.2K 63M J RECT. 
6.8K 63M J RECT. 
3.9K 63M J RECT. 
22.0K 63M J RECT. 
68.0 63M J RECT. 
470.0K 63M J RECT. 
1.0K 63M J RECT. 
1.5K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
33.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
33.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
0.0 1/4 J TP 

220.0 63M J RECT. 
22.0K 63M J RECT. 
22.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 1/4 J ТР 

1.0K 1/4 J TP 

33.0 1W J RECT. 
33.0 1W J RECT. 
33.0 0.1 J RECT. 
33.0 0.1 J RECT. 
33.0 1W J RECT. 
33.0 1W J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
220.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
16.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
16.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
5.6K 63M J RECT. 
5.6K 63M J RECT. 
680.0 1/4 J TP 
680.0 1/4 J TP 
470.0K 63M J RECT. 
10.0K 63M J RECT. 
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(RD45468) 
(RD45468) 
(RD45468) 
(RD45615) 
(RD45468) 
(RA15427) 
(RF55427) 
(RA15427) 
(RF55427) 
(RD45910) 
(RD45710) 
(RD45710) 
(RD45910) 
(RD45710) 
(RD45710) 
(RD45847) 
(RD45710) 
(RD45710) 
(RD45610) 
(RD45615) 
(RD45682) 
(RD45668) 
(RD45639) 
(RD45722) 
(RD45468) 
(RD45847) 
(RD45610) 
(RD45615) 
(RD45710) 
(RD45468) 
(RD45433) 
(RD45468) 
(RD45468) 
(RD45710) 
(RD45433) 
(RD45710) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD15000) 
(RD45522) 
(RD45722) 
(RD45722) 
(RD45610) 
(RD45610) 
(RD15610) 
(RD15610) 

(VI82550) 

(VI82550) 
(RD25433) 
(RD25433) 

(VI82550) 

(VI82550) 
(RD45810) 
(RD45810) 
(RD45522) 
(RD45710) 
(RD45710) 
(RD45716) 
(RD45610) 
(RD45610) 
(RD45716) 
(RD45610) 
(RD45610) 
(RD45656) 
(RD45656) 
(RD15568) 
(RD15568) 
(RD45847) 
(RD45710) 
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РАВТ МО. 


Silent SH2/SC2 Series (UP/GP) 


DESCRIPTION 


DM and EKS3 


REMARKS 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
22.0K 63M J RECT. 
68.0 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
100.0 63M J RECT. 
100.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
100.0 63M J RECT. 
240.0K 63M D 1005 
47.0K 63M D 1005 
20.0K 63M D 1005 
100.0K 63M J RECT. 
240.0K 63M D 1005 
47.0K 63M D 1005 
20.0K 63M D 1005 
1.0K 1/4 J ТР 

1.0K 1/4 J TP 

10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
47.0K 63M J RECT. 
47.0K 63M J RECT. 
2.2K 63M J RECT. 
2.2K 63M J RECT. 
100.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 


(RD45710) 
(RD45710) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(RD45722) 
(RD45468) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45468) 
(RD45510) 
(RD45510) 
(RD45710) 
(RD45710) 
(RD45510) 
(RF55824) 
(RF55747) 
(RF55720) 
(RD45810) 
(RF55824) 
(RF55747) 
(RF55720) 
(RD15610) 
(RD15610) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45747) 
(RD45747) 
(RD45622) 
(RD45622) 
(RD45510) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45710) 


Spee ee Sev eee CSCC CLERK CER RR EER IAS ECR MORE М М S ER Ee OX М 


RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 68X4 
RESISTOR ARRAY 56X4 
RESISTOR ARRAY 56X4 
RESISTOR ARRAY 68 X4 
RESISTOR ARRAY 68 X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 10K X4 
RESISTOR ARRAY 1.0K X4 
FET UM6J1N 
FET UM6J1N 
TRANSISTOR (CHIP) 2PC4081R 
TRANSISTOR (CHIP) 2PC4081R 
RESONATOR QUARTZ 48MHz Q22FA238006080 
QUARTZ CRYSTAL UNIT 22.5792MHz DSX321G 


(WH21670) 
(WH21670) 
(WH21670) 
( 
( 


SS 


F 


E: 


WH21670) 
WH21670) 


D 
SI 


(WH20660) 
(WH20640) 
(WH20640) 
(WH20660) 
(WH20660) 
(WH21180) 
(WH21180) 
(WH21180) 
(WH21180) 

) 

) 


Е 


SES 


ER EA ERE DA DA IBA BA A BA ЧА АЧАА Ч ЧЧ SENEC ЧЧ SSR Ч Ч ЧА SRS S SR SSRS SSR SE Ч ЧА Ч А ЧА Ч ЧА Ча А Slag 


(WH21180 
(WH21180 
(WH21180) 
(WH20940) 
(7723120) 
(7723120) 
(ZK48390) 
(ZK48390) 
(WZ93300) 
(WM28490) 


St St 
VCCCCCCCCCCNCCCCCKCCCEEERER 


NM 
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Eh WR NS V: 


ZW581800 | CIRCUIT BOARD EKS3 2 (YJ153A0) 
- CONNECTOR PH 9P SE J ` (VB85880) 


※: New Parts 
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PART NO. 


DESCRIPTION 


EKS3 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


WG485300 


CB550900 


UF038103 
UF038103 


UF037101 


UF038103 


UF038103 


UF138471 
UF138471 


※: New Parts 


CONNECTOR 

CONNECTOR 

PHOTO DIODE 

PHOTO DIODE 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

SENSOR SOCKET ASSEMBLY BLACK 
SENSOR SOCKET ASSEMBLY BLACK 
PAN HEAD TAPPING SCREW-P 
SENSOR SOCKET BASE 

LABEL 

ADHESIVE TAPE 

CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 

( 
( 


) 
) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 


PH 5P SE 

PH 8P SE 

S2506-02 

S2506-02 

FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 


3.0X8 MFZN2B3 
PBT NATURAL 

NA BLANK YEMI 
570F 30m W=10 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V 2 RECT. 
0.1000 16V Z RECT. 
100 16V 

100 16V 

1000P 50V K RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10.0 6.3V K TP 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10.0 6.3V K TP 
0.1000 16V Z RECT. 
10 16V 

0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
470 16V 

470 16V 

10P 50V D RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
10P 50V D RECT. 
10P 50V D RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10 16V 

0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
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Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 


| 


(УВ85840) 
(УВ85870) 
(VB43440) 
(VB43440) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(VU12090) 
(WV61580) 


(V954320) 
(WU66620) 


(US13510) 
(US13510) 
(US13510) 
(US13510) 


(US06310) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(WG88830) 
(US13510) 
(US13510) 
(WG88830) 
(US13510) 


(US13510) 
(US13510) 


(US13510) 


(US13510) 
(US06210) 
(US06210) 
(V315210) 
(V315210) 


(0506110) 
(0506210) 
(0906210) 
(315210) 
(315210) 
(0806110) 
(0806110) 
(0513510) 
(0513510) 


(0513510) 
(0513510) 
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РАВТ МО. 


Silent SH2/SC2 Series (UP/GP) 


DESCRIPTION 


EKS3 


REMARKS 


YD113A00 
WN020200 


VN92550R 


VN92550R 


DIODE 

DIODE 

DIODE 

DIODE 

DIODE (CHIP) 

DIODE 

DIODE 

DIODE 

DIODE 

DIODE 

IC 

IC 

IC 

IC 

SPACER ROUND 

CHIP INDUCTOR 

CHIP INDUCTOR 

CHIP INDUCTOR 

CHIP INDUCTOR 

LED (CHIP) RED 

LED (CHIP) RED 

LED (CHIP) RED 

LED (CHIP) RED 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 

D1F60 1A 600V TP 
1SR154-400 TE-25 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 
HA1630Q04T 4CH 
HA1630Q04T 4CH 
LPC1763FBD100 
RP131H331D-T1-FE 
M3 L=2 
BLM18PG600SN1 
BLM18PG600SN1 
BLM18PG600SN1 
BLM18PG600SN1 
CL-170SD-CD-T 
HSMS-C170 
CL-170SD-CD-T 
HSMS-C170 

33.0K 63M J RECT. 
33.0K 63M J RECT. 
8.2K 63M J RECT. 
8.2K 63M J RECT. 
68.0K 63M J RECT. 
68.0K 63M J RECT. 
0 63M J RECT. 

1.0K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
12.0K 63M J RECT. 
10.0K 63M J RECT. 
0 63M J RECT. 

0 63M J RECT. 
10.0K 63M J RECT. 
3.9K 63M J RECT. 
3.3K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 


AAA. 
S OX OX go 


SSAA‘ 
y% 


WAN ALA од A | 
P S NE S Se NOSE 
O D D D w w w w Q O O O O 


OP AMP 

OP AMP 

CPU (FLASH) 
REGULATOR +3.3V 


ота 


and 


(WG13930) 
(WG13930) 
(WW78390) 
(WW78390) 
(VS20110) 
(VT53250) 
(WG13930) 
(WG13930) 
(WW78390) 
(WW78390) 
(X2869A0) 
(X2869A0) 
(YE240E0) 


V274700 
V274700 
V274700 
V274700 


(2588960) 


(7588960) 
(8035733) 
(8035733) 
(8035682) 
(8035682) 
(8035768) 
(8035768) 
(8035000) 
(8035610) 
(8035447) 
(8035447) 
(8035712) 
(8035710) 
(9035000) 
(8035000) 
(8035710) 
(9035639) 
(9035633) 
(8035447) 
(8035447) 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


3.3K 63M J RECT. 
10 1/4 J RECT. 
10 1/4 J RECT. 
10 1/4 J RECT. 
10 1/4 J RECT. 
10 1/4 J RECT. 
10 1/4 J RECT. 
680 1W J RECT 
51.0 1/0 J RECT 
51.0 1/0 J RECT 
10 1/4 J RECT. 


D 


(RD35633) 
(WP37790) 
(WP37790) 
(WP37790) 
(WP37790) 
( 
( 


ТЕҢ ER ER ER) 


WP37790) 
WP37790) 
(ZC32990) 

(WP58660) 

(WP58660) 

(WP37790) 


ERR 


eA Z, Z, CR CB CB я CB я 


D 


V302690R 
V302690R 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
RESISTOR ARRAY 
RESISTOR ARRAY 
JUMPER SWITCH 

JUMPER SWITCH 

FET 

FET 


CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 


10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

300 1W J RECT 
300 1W J RECT 
10.0K 63M J RECT. 
22K X4 

22K X4 

CHS-01 TA1 
CHS-01 TA1 
2N7002KA-RTK/P 
2N7002KA-RTK/P 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
22P 50V J RECT. 
22P 50V J RECT. 


A БА PB PB PA PB PB 
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(WP37790) 
(WP37790) 
(WP37790) 
(WP37790) 
(WN02010) 
(WN02010) 
(RD35710) 
(WH21260) 
(WH21260) 


(ZC90190) 
(ZC90190) 
(US13510) 
(US13510) 
(US06122) 
(US06122) 


PART NO. 


DESCRIPTION 


EKS3 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


ZV574000 


WG485300 


UF038103 


UF038103 


к: New Parts 


CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
FET 

FET 

IC 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTOR 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 
CHIP) 

) 

) 

) 

) 

) 


CIRCUIT BOARD 

LABEL 

PAN HEAD TAPPING SCREW-P 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 


0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100P 50V J RECT. 
10.0 6.3V КТР 
28J278MYTR-E 
2SJ278MYTR-E 
RNA51957BFP#HO 
600 BK1608HM601-T 
600 BK1608HM601-T 
BLM18PG600SN1 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
430 1W J RECT 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
4.7K 63M J RECT. 
22.0K 063 D 1608 
3.0K 063 D 1608 

0 63M J RECT. 

0 63M J RECT. 


EKS3 


3.0X8 MFZN2B3 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
100 16V 

1000P 50V K RECT. 
22P 50V J RECT. 
22P 50V J RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
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(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US06310) 
(US06310) 
(0506310) 
(0506310) 
(0506310) 
(0506310) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0506210) 
(WG88830) 
(VZ42790) 
(VZ42790) 

SYSTEM RESET 
(VY65720) 
(VY65720) 
(V274700) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(WN02000) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35647) 
(WB25660) 
(WB25470) 
(RD35000) 
(RD35000) 


(ZV57410)(YE239D0) 
(V906370) 


(US13510) 
(US13510) 


(US13510) 


(US06310) 
(0506122) 
(0506122) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
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Silent SH2/SC2 Series (UP/GP) 


80 


PART NO. 


DESCRIPTION 


EKS3 


REMARKS 


UF037101 


UF038103 


UF038103 


UF138471 
UF138471 


YD113A00 
YC378A00 
WN020200 


※: New Parts 


CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 

( ) 

( ) 


CHIP) 
CHIP) 
CHIP) 
CHIP) 
) 
) 
) 


CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CONNECTOR 

CONNECTOR 

CONNECTOR 

DIODE 

DIODE 

DIODE 

DIODE 

DIODE (CHIP) 

DIODE 

DIODE 

DIODE 

DIODE 

DIODE 

FET 

FET 

IC 

IC 

IC 

IC 

IC 

SPACER ROUND 


0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10.0 6.3V КТР 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10.0 6.3V КТР 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10 16V 

0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
470 16V 

470 16V 

1000P 50V K RECT. 
10P 50V D RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
10P 50V D RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
10P 50V D RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
1000P 50V K RECT. 
10 16V 

0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100P 50V J RECT. 
10.0 6.3V КТР 

PH 9P SE 

PH 5P SE 

PH 8P SE 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 

D1F60 1A 600V TP 
1SR154-400 TE-25 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 
2SJ278MYTR-E 
2SJ278MYTR-E 
HA1630Q04T 4CH 
HA1630Q04T 4CH 
LPC1763FBD100 
RP131H331D-T1-FE 
RNA51957BFP£HO 
M3 L=2 
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ОР АМР 
ОР АМР 

CPU (FLASH) 
REGULATOR +3.3V 
SYSTEM RESET 


(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(WG88830) 
(US13510) 
(US13510) 
(US13510) 
(WG88830) 
(US13510) 
(US13510) 


(US13510) 
(US13510) 


(US13510) 


(US13510) 
(US06310) 
(0506310) 
(0506210) 
(0506210) 
(V315210) 
(V315210) 


(US06310) 
(US06110) 
(US06210) 
(US06210) 
(V315210) 
(V315210) 
(US06110) 
(US06310) 
(US06310) 
(US06110) 
(US13510) 
(US13510) 
(US06310) 


(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US06210) 
(WG88830) 
(VB85880) 
(VB85840) 
(VB85870) 
(WG13930) 
(WG13930) 
(WW78390) 
(WW78390) 
(VS20110) 
(VT53250) 
(WG13930) 
(WG13930) 
(WW78390) 
(WW78390) 
(VZ42790) 
(VZ42790) 
(X2869A0) 
(X2869A0) 
(YE240E0) 


PART NO. 


DESCRIPTION 


EKS3 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


VN92550R 


VN92550R 


z: New Parts 


CHIP INDUCTOR 

CHIP INDUCTOR 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTOR 

CHIP INDUCTOR 

PHOTO DIODE 

PHOTO DIODE 

LED (CHIP) RED 

LED (CHIP) RED 

LED (CHIP) RED 

LED (CHIP) RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


BLM18PG600SN1 
BLM18PG600SN1 
600 BK1608HM601-T 
600 BK1608HM601-T 
BLM18PG600SN1 
BLM18PG600SN1 
S2506-02 
S2506-02 
CL-170SD-CD-T 
HSMS-C170 
CL-170SD-CD-T 
HSMS-C170 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
33.0K 63M J RECT. 
33.0K 63M J RECT. 
8.2K 63M J RECT. 
8.2K 63M J RECT. 
68.0K 63M J RECT. 
68.0K 63M J RECT. 
0 63M J RECT. 
1.0K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
12.0K 63M J RECT. 
10.0K 63M J RECT. 
0 63M J RECT. 

0 63M J RECT. 
10.0K 63M J RECT. 
3.9K 63M J RECT. 
3.3K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
3.3K 63M J RECT. 
10 1/4 J RECT. 

10 1/4 J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 

680 1W J RECT 
1.0K 63M J RECT. 
51.0 1/0 J RECT 
1.0K 63M J RECT. 
51.0 1/0 J RECT 
430 1W J RECT 
1.0K 63M J RECT. 
10 1/4 J RECT. 

10 1/4 J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 


KF 
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* | Key sensor 
` | Key sensor 


jus 


foe 


Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 


(V274700) 
(V274700) 
(VY65720) 
(VY65720) 
(V274700) 
(V274700) 
(VB43440) 
(VB43440) 


(2588960) 


(7588960) 
(7065510) 
(7065510) 
(7065510) 
(2065510) 
(27065510) 
(27065510) 
(27065510) 
(7065510) 
(2065510) 
(2065510) 
(2065510) 
(2065510) 
(8035733) 
(8035733) 
(8035682) 
(8035682) 
(8035768) 
(8035768) 
(8035000) 
(8035610) 
(8035447) 
(8035447) 
(8035712) 
(8035710) 
(8035000) 
(8035000) 
(8035710) 
(8035639) 
(8035633) 
(8035447) 
(8035447) 
(8035633) 
(WP37790) 
(WP37790) 
(RD35610) 
(RD35610) 
(WP37790) 
(RD35610) 
(RD35610) 
(WP37790) 
(RD35610) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(232990) 
(RD35610) 
(WP58660) 
(RD35610) 
(WP58660) 
(WN02000) 
(RD35610) 
(WP37790) 
(WP37790) 
(RD35610) 
(RD35610) 
(WP37790) 
(RD35610) 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. 


EKS3 and EMIT (HAMMER EMISSION) and GMB3 


DESCRIPTION 


REMARKS 


V302690R 
V302690R 


WG490100 


22511900 
UF148101 
UF038103 


UF037101 


UF037101 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
RESISTOR ARRAY 

RESISTOR ARRAY 

JUMPER SWITCH 

JUMPER SWITCH 

FET 

FET 

SENSOR SOCKET ASSEMBLY BLACK 
SENSOR SOCKET BASE 


CIRCUIT BOARD 
CONNECTOR 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED SOCKET BLACK 
PAN HEAD TAPPING SCREW-P 
LABEL 


CIRCUIT BOARD 

ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CONNECTOR 

CONNECTOR 

CONNECTOR 


1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
300 1W J RECT 
1.0K 63M J RECT. 
300 1W J RECT 
10.0K 63M J RECT. 
4.7K 63M J RECT. 
22.0K 063 D 1608 
3.0K 063 D 1608 
0 63M J RECT. 

0 63M J RECT. 
22K X4 

22K X4 

CHS-01 TA1 
CHS-01 TA1 
2N7002KA-RTK/P 
2N7002KA-RTK/P 


PBT NATURAL 


EMIT (HAMMER EMISSION) 


PH 13P TE 

FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 
FER3308S-N-792 


3.0X6 MFZN2B3 
NA BLANK YEMI 


GMB3 

100 25V 

100 16V 

0.100 16V Z RECT. 
0.100 16V Z RECT. 
10 16V 

0.100 16V Z RECT. 
10 16V 

0.100 16V Z RECT. 
0.100 16V Z RECT. 
0.100 16V Z RECT. 
1.00 25V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
PH 10P TE 

PH 5P TE 

PH 6P TE 
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SH2GP 


(RD35610) 
(WP37790) 
(RD35610) 
(RD35610) 
(WP37790) 
(RD35610) 
(WN02010) 
(RD35610) 
(WN02010) 
(RD35710) 
(RD35647) 
(WB25660) 
(WB25470) 
(RD35000) 
(RD35000) 
(WH21260) 
(WH21260) 


(ZC90190) 
(ZC90190) 
(VU12090) 
(V954320) 


(YJ151A0) 
(VF28310) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(ZQ31240) 
(2031240) 
(2031240) 
(2031240) 
(205710) 


(07066620) 


(ZZ14280)(YG069C0) 


(US63510) 
(US63510) 


(US63510) 


(US63510) 
(US63510) 
(US63510) 
(US04610) 
(0566310) 
(0566310) 
(VT38910) 
(VT38860) 
(VT38870) 


DIODE 
DIODE 
DIODE 


KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
DIODE KDS4148U-RTK/P TE 
ZENER DIODE DZ5X068DOR 5.6V 

IC TMP89FW24AFG-7KH4 


(WG13930) 
(WG13930) 
(WG13930) 
(WG13930) 

(ZP98320) 


E-PNS3a (YD841BO 
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z: New Parts 


IC 

CHIP INDUCTOR 

CHIP INDUCTOR 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


BD7931F-E2 
BLM18PG600SN1 
BLM18PG600SN1 
680.0 63M J RECT. 
680.0 63M J RECT. 


YAR YE = мм 2 2 DEE EE ЫИ? 


POWERDRIVER 


(X9927A0 
(V274700 
(V274700 

(RD45568 

(RD45568 


PART МО. 


GMB3 and HS3 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


WG490100 


UF038103 


UF038103 


UF038103 


UF038103 
UF038103 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 

POLY SWITCH 

DIGITAL TRANSISTOR 
DIGITAL TRANSISTOR 


CIRCUIT BOARD 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

PHOTO DIODE 

PHOTO DIODE 

RECEIVER SOCKET B BLACK 
PAN HEAD TAPPING SCREW-P 
LABEL 

MONOLITHIC CERAMIC CAPACITOR(CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 


0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
33.0 1W J ТР 

33.0 1W J TP 

4.7K 63M D RECT. 
33.0 1W J ТР 

33.0 1W J TP 

0.0 0.0 J RECT. 
3.3K 63M D RECT. 
10.0K 63M J RECT. 
0.00 63M J RECT. 
33.0 1W J ТР 

0 63M J RECT. 

0 63M J RECT. 

0 63M J RECT. 

0 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10K X4 

10K X4 

10K X4 

10K X4 

10K X4 

10K X4 

MINI SMDCO20F-2 
DTC114EKA TP 
DTC114EKA TP 


HS3 

PH 8P SE 
PH 5P TE 
PH 5P TE 
PH 13P TE 
PH 5P TE 
S2506-02 
S2506-02 


3.0X6 MFZN2B3 
NA BLANK YEMI 
10.0 6.3V K TP 
100 16V 


0.1000 16V Z RECT. 


100 16V 


0.1000 16V 2 ВЕСТ. 


10.0 6.3V КТР 
10P 50V D RECT. 


0.1000 16V Z RECT. 


100 16V 


0.1000 16V Z RECT. 


100 16V 
100 16V 


0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
1000P 50V K RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 


10 16V 


0.1000 16V Z RECT. 
0.1000 16V Z RECT. 


V 2 22 2 2 Ш 


ИЕ ЕЕ BR CER CEA SA SA SA SA S| SA SA SA ча ча чач Ч Ча Ча ЧА КТҮҮ 


リコ ン フ ォ ト ダイ 
リコ ン フ ォ ト ダイ 


МАЧ ЧЧ ЛЛ ч ч ч ЧЧ Ч Ч Ч Чч ч КҮТҮҮ 


で ささ ささ ささ さく さく くく で ささ ささ ささ 


SSE EEE EEE MOX < 


St SF St 
чычым ММ МММ ММ NINE NL Ча 


F 


E: 


J А + 


ジタル トラ ンジ スタ 
ジタル トラ ンジ スタ 


NN NO 


A 
A 
A 
A 
A 
オー 
オー 
ト 
A 


と よー レー ニラ 


山 


リロ og ロロ ロロ ロイ の ロロ ロロ ロリ リュ リロ ュー」 nn 


qr o 
ч 


чччмчмчмччччччмчмчммчмч RENE SUNL LINT 
NI NI A AN SI MI MI NENIE NIE NI NIE NEN y; yy NIE f NIE USE MH Ju NI yy RE 


уо уу ү 
ペン ペン Ме жыйыл кый ы eR мй мы Re Мо N эы N ылы No а GUNT М 


(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 

(WD44630) 

(WD44630) 
(RA15647) 

(WD44630) 

(WD44630) 
(RD25000) 
(RA15633) 
(RD45710) 
(RD45000) 

(WD44630) 
(RD35000) 
(RD35000) 
(RD35000) 
(RD35000) 
(RD45000) 
(RD45710) 
(RD45710) 

(WH21180) 

(WH21180) 

(WH21180) 

(WH21180) 

(WH21180) 

(WH21180) 
(VZ42850) 

(VV65540) 

(VV65540) 


(YJ150A0) 
(VB85870) 
(VB39010) 
(VB39010) 
(VF28310) 
(VB39010) 
(VB43440) 
(VB43440) 
(VP26300) 


(WU66620) 
(WG88830) 


(US13510) 


(US13510) 
(WG88830) 
(0506110) 
(0513510) 


(0513510) 


(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0506310) 
(0513510) 
(0513510) 
(0506310) 
(0506310) 
(0513510 
(0513510 
(0506310 
(0806310 


(0513510) 
(0513510) 
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Silent SH2/SC2 Series (UP/GP) 
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PART NO. 


DESCRIPTION 


HS3 


REMARKS 


UF037101 


※: New Parts 


ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
DIODE (CHIP) 

DIODE 

DIODE 

DIODE 

DIODE 

DIODE 

IC 

IC 

IC 

IC 

CHIP INDUCTANCE 

CHIP INDUCTOR 

CHIP INDUCTOR 

LED (CHIP) RED 

LED (CHIP) RED 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
FET 

FET 

CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CHIP INDUCTANCE 

CHIP INDUCTANCE 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


10 16V 
0.1000 25V Z RECT. 
0.1000 25V Z RECT. 
D1F60 1A 600V TP 
1SR154-400 TE-25 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 
RP131H331D-T1-FE 
NJM2901M(TE1) 
NJM2901M(TE1) 
LPC1763FBD100 
600 BK1608HM601-T 
BLM18PG600SN1 
BLM18PG600SN1 
CL170SD-CD-T 
HSMS-C170 

3.9K 63M J ВЕСТ. 
33.0K 63M J RECT. 
33.0K 63M J RECT. 
22.0K 63M J RECT. 
22.0K 63M J RECT. 
22.0K 63M J RECT. 
22.0K 63M J RECT. 
0 63M J RECT. 

0 63M J RECT. 
10.0K 63M J ВЕСТ. 
110 1/0 J RECT 

3.3K 63M J RECT. 
10.0K 63M J RECT. 
3.3K 63M J RECT. 
4.7K 63M J RECT. 
4.7K 63M J RECT. 
2N7002KA-RTK/P 
2N7002KA-RTK/P 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10P 50V D RECT. 
10Р 50V D RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
1000P 50V К RECT. 
0.1000 16V Z RECT. 
0.1000 25V Z RECT. 
0.1000 25V Z RECT. 
600 BK1608HM601-T 
600 BK1608HM601-T 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
75.0 63M J RECT. 
12.0K 63M J RECT. 
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REGULATOR +3.3V 
COMPARATOR 
COMPARATOR 
CPU (FLASH) 


| ad 


(US14510) 
(US14510) 
(VS20110) 
(VT53250) 
(WG13930) 
(WG13930) 
(WW78390) 
(WW78390) 


(X5894A0) 
(X5894A0) 
(YE240E0) 
(VY65720) 
(V274700) 
(V274700) 


(ZS88960) 
(RD35639) 
(RD35733) 
(RD35733) 
(RD35722) 
(RD35722) 
(RD35722) 
(RD35722) 
(RD35000) 
(RD35000) 
(RD35710) 
(WP37780) 
(RD35633) 
(RD35710) 
(RD35633) 
(RD35647) 
(RD35647) 
(ZC90190) 
(ZC90190) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US06110) 
(US06110) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(V315210) 
(V315210) 
(US06310) 
(US13510) 
(US14510) 
(US14510) 
(VY65720) 
(VY65720) 
(RD35712) 
(RD35475) 
(RD35712) 
(RD35475) 
(RD35712) 
(RD35475) 
(RD35712) 
(RD35475) 
(RD35712) 
(RD35475) 
(RD35712) 
(RD35475) 
(RD35712) 
(RD35475) 
(RD35712) 


PART NO. 


HS3 and MIDI and PNLH 


DESCRIPTION 


REMARKS 


Silent SH2/SC2 Series (UP/GP) 


22434000 


ZF591300 
BB071360 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


CIRCUIT BOARD 
CONNECTOR 

DIN CONNECTOR 

SCREW TERMINAL 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ZENER DIODE 

ZENER DIODE 

COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
JUMPER WIRE 


CIRCUIT BOARD 

LED DISPLAY 

LED DISPLAY 

LED DISPLAY 
CONNECTOR 
CONNECTOR 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


75.0 63M J RECT. 
12.0K 63M J RECT. 
12.0K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
47.0 63M J RECT. 
1.0K 63M J RECT. 
10 1/4 J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
3.3K 63M J RECT. 
4.7K 63M J RECT. 
10.0K 63M J RECT. 


MIDI 

PH 6P TE 

5P HDC-052AP-02 
M3 8.3X13 M1698 
100P 50V J RECT. 
100P 50V J RECT. 
UDZV6.8B 
UDZV6.8B 
BLM18PG221SN1D 
BLM18PG221SN1D 


PNLH 
CSDS-31101A-21 
CSDS-31101A-21 
CSDS-31101A-21 
GH 11P TE 

GH 7P TE 

390.0 63M J RECT. 
27.0 1/4 J TP 
15.0 1/4 J TP 
27.0 1/4 J TP 
27.0 1/4 J TP 
15.0 1/4 J TP 
15.0 1/4 J TP 
560.0 1/4 J TP 
560.0 1/4 J TP 
27.0 1/4 J TP 
27.0 1/4 J TP 
15.0 1/4 J TP 

0 63M J RECT. 

0 63M J RECT. 

0 63M J RECT. 

0 63M J RECT. 
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Display 
Display 
Display 


(RD35475) 
(RD35712) 
(RD35712) 
(RD35447) 
(RD35447) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35610) 
(WP37790) 
(RD35447) 
(RD35610) 
(WP37790) 
(RD35447) 
(RD35447) 
(RD35633) 
(RD35647) 
(RD35710) 


(ZX98780)(YJ478B0) 
(VB39020) 


MIDI IN/OUT 


(US06210) 
(US06210) 
(WY16350) 
(WY16350) 
(WQ53330) 
(WQ53330) 
(ZX52000) 


(ZX98750)(YJ475B0)(YJ475C0) 


(ZZ65130) 
(ZZ65130) 
(ZZ65130) 
(ZF24210) 
(ZF24170) 

(RD35539) 

(RD15427) 
(RD15415) 

(RD15427) 

(RD15427) 
(RD15415) 
(RD15415) 

(RD15556) 

(RD15556) 

(RD15427) 

(RD15427) 
(RD15415) 

(RD35000) 

(RD35000) 

(RD35000) 

(RD35000) 
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Silent SH2/SC2 Series (UP/GP) 
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PART NO. 


DESCRIPTION 


PNLH and SW 


REMARKS 


22433800 
WC631101 
WC631101 
WC631101 
WC631101 
WC631101 


HS41252R 
WP172100 
WM242100 
WK149901 
WN822500 
HS41252R 
WU740300 
WV878900 


WN661200 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED RED 

LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) WHITE 
LED (CHIP) WHITE 
LED (CHIP) BLUE 
LED (CHIP) WHITE 


CIRCUIT BOARD 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
CONNECTOR 
DIODE 

DIODE 

DIODE 

DIODE 


ROTARY VARIABLE RESISTOR 
PEDAL LH CONNECTOR ASSEMBLY 
LEAF SWITCH 

PEDAL UNIT SH 

CONNECTOR ASSEMBLY 
ROTARY VARIABLE RESISTOR 
CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 


MOTOR UNIT 


0 63M J RECT. 

0 63M J RECT. 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D12U8WT86(Q/R) 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SMLD12WBN1W 
SMLD12WBN1W 
SMLD12BN1W 
SMLD12WBN1W 


SW 

SKRPABE010 
SKRPABE010 
SKRPABE010 
SKRPABE010 
SKRPABE010 

GH 8P TE 
KDS160-RTK/P TP 
KDS160-RTK/P TP 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 


B 10.0K RK16Y11L00 
LSB-1140-1AU 

SOFTH 2P 

B 10.0K RK16Y11L00 
PDS-SOG3 DF1B-4P 
PDS-SG DF1B-2P L=560 
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(RD35000) 
(RD35000) 
(ZZ20950) 
(ZX39120) 
(ZZ20950) 
(ZX39120) 
(2220950) 
(ZX39120) 


Standby/On 
VOICE 
VOICE 

CFX 

CFX 
Bosendorfer 
Bosendorfer (2220950) 
Others (ZX39120) 
Others (2220950) 
SONG (ZX39120) 
SONG (2720950) 
Select (ZX39120) 
Select (2220950) 
Вес (WY78150) 
Rec (ZZ20950) 
Play/Pause (ZX39120) 
Play/Pause (2220950) 
UTILITY (ZX39120) 
UTILITY (ZZ20950) 
Metronome (ZX39120) 
Metronome (ZZ20950) 
Reverb (ZX39120) 
Reverb (ZZ20950) 
Func. (ZX39120) 
Func. (ZZ20950) 
Асо. (2720950) 
Асо. (2220950) 
Bluetooth (VAC3670) 
Bluetooth (2220950) 


(ZX98760)(YJ476B0) 
Standby/On 
Rec 
Play/Stop 
Metronome 
Func. 
(ZF24250) 
(WC39880) 
(WC39880) 
(WG13930) 
(WG13930) 


SH2UP: DAMPER Pedal (PEDAL UNIT L) 
SH2UP: DAMPER Pedal (PEDAL UNIT LH) 
SH2UP: SOSTENUTO Pedal (PEDAL UNIT SOC) 
SH2UP: SOFT Pedal 

SH2UP: SOFT Pedal (PEDAL UNIT SH2) 
SH2GP: DAMPER Pedal (PEDAL UNIT LG) 
SH2GP: SOSTENUTO Pedal (PEDAL UNIT SOG) 
SH2GP: SHIFT Pedal (PEDAL UNIT SG) 


SH2GP (MOTOR DRIVE UNIT) 


Ш ELECTRICAL PARTS ( 電 


* X X X X 


PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


電気 部 品 ) (Silent SC2 Series (UP/GP)) 


DCIN and DM 


REMARKS 


VAM42300 
ZX920500 
ZW581800 
ZZ651900 
ZZ433800 


VAM42300 
LB919030 
ZS513600 


ZX920500 
VAJ85800 
VAJ85800 
VAJ85800 
VAJ85800 
WH382500 


V6802600 
VB23040R 
VB23040R 
VB23040R 
ZS513600 
V824560R 
WB17080R 
V824560R 
WB17080R 


к: New Parts 


ELECTRICAL PARTS 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 
CIRCUIT BOARD 


CIRCUIT BOARD 
CONNECTOR 
DC POWER SUPPLY CONNECTOR 


CIRCUIT BOARD 

NOISE SUPPRESSION 
ELECTROLYTIC CAPACITOR BP 
ELECTROLYTIC CAPACITOR BP 
ELECTROLYTIC CAPACITOR BP 
ELECTROLYTIC CAPACITOR BP 
USB CONNECTOR 

USB CONNECTOR 

USB JACK 

ROTARY ENCODER 

PHONE CONNECTOR 

PHONE CONNECTOR 

PHONE CONNECTOR 

DC POWER SUPPLY CONNECTOR 
RELAY 

RELAY 

RELAY 

RELAY 

ROTARY VARIABLE RESISTOR 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 


оттоо me 


Sw 


DCIN 
XH ЗР SE 
KM02019EBMP 


a 20 


DM 

MM10SD 27X27 
100.00 25.0V RX ST 
100.00 25.0V RX ST 
100.00 25.0V RX ST 
100.00 25.0V RX ST 
UAR27 4P SE 
YKF45-0033N 4P SE 
USB 4P SE 
DC11B20222A1 
YKB21-5352N 
YKB21-5352N 
YKB21-5352N 
KM02019EBMP 

DC ATX203 

DC NA-12W-K 12V 
DC ATX203 

DC NA-12W-K 12V 
B 10.0K RK097 

0.47 16V K RECT. 
4700P 25V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
10.0 16V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
4.700 25V K KAKUTE 
0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
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Silent SC2 Series (UP/GP) 
SC2UP (YK022A0) 
(YJ457BO) 
(YJ153A0) 
(ZZ65170)(YJ475B0)(YJ475C0) 

(ZX98760)(YJ476B0) 


SC2UP (YK022A0) 


DC IN 16V 


(YJ457B0) 
(7743750) 


(WK45070) 
USB TO HOST 

(2227630) 
AUX IN 

PHONES A 

PHONES B 

DC IN 16V 


VOLUME (ZX95940) 
(WJ59070) 
(US64347) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(ZA58460) 
(ZA58460) 
(US62510) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US66210) 
(US66210) 
(ZA58460) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US66310) 
(US66310) 
(US66310) 
(US66310) 
(US66310) 
(US62510) 
(US62510) 
(US62510) 
(0562510) 
(WN11060) 
(US62510) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 


87 


РАВТ МО. 


Silent SH2/SC2 Series (UP/GP) 


DESCRIPTION 


REMARKS 


CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP. 

CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP 


1500P 50V K RECT. 
1500P 50V K RECT. 
270P 50V J RECT. 
270P 50V J RECT. 
470P 50V K RECT. 
470P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
150P 50V J RECT. 
150P 50V J RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
390P 50V K RECT. 
390P 50V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
0.100 16V Z RECT. 
0.100 16V Z RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
10P 50V D RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
10P 50V D RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.010 16V K RECT. 
0.100 50V Z RECT. 
10.0 25V КТР 

10.0 25V K TP 
0.100 25V К 1608 
1000P 50V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
1000P 50V K RECT. 
100P 50V J RECT. 
47P 50V J RECT. 
47P 50V J RECT. 
100P 50V J RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
10.0 25V КТР 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
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(US66315) 
(US66315) 
(US66227) 
(US66227) 
(US66247) 
(US66247) 
(US66310) 
(US66310) 
(US63410) 
(US63410) 
(US66210) 
(US66210) 
(US66215) 
(US66215) 
(US66210) 
(US66210) 
(US66239) 
(US66239) 
(US62510) 
(US62510) 
(US66210) 
(US66210) 
(US63510) 
(US63510) 
(US66210) 
(US66210) 
(US66110) 
(US66210) 
(US66210) 
(US66110) 
(US66310) 
(US66310) 
(US63410) 
(US63410) 
(US63410) 
(US63410) 
(US63410) 
(US06510) 
(WG88820) 
(WG88820) 
(ZN36460) 
(US66310) 
(US62510) 
(US66210) 
(US66310) 
(US66210) 
(US66147) 
(US66147) 
(US66210) 
(US62510) 
(US62510) 
(US62510) 
(WG88820) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 


MONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V K 1608 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V К 1608 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 0.100 25V K 1608 


E 


(ZN36460) 
(ZN36460) 
(ZN36460) 


ET 


ET 


※: New Parts 


CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 


0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
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(US62510) 
(US62510) 
(US62510) 
(US66210) 
(US66210) 
(US62510) 
(US62510) 
(US66210) 


Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 

CERAMIC CAPACITOR (CHIP) 
DIODE 

DIODE (CHIP) 

DIODE 

DIODE (CHIP) 

DIODE 

DIODE 

DIODE 

ZENER DIODE 

ZENER DIODE 

DIODE ARRAY 

DIODE ARRAY 

DIODE ARRAY 

DIODE ARRAY 

ZENER DIODE UDZV6.8B 

ZENER DIODE UDZV6.8B 

IC R3112N291A-TR-FE 
IC W29NO2GVSIAA 


REMARKS 
(US66210) 
(WG13930) 
(WC96250) 
(WG13930) 
(WK27220) 
(WG13930) 
(WG13930) 
(WG13930) 
(WY16350) 
(WY16350) 
(V942490) 
(V942490) 
(V942490) 
(V942490) 
(WY16350) 
(WY16350) 
VOLTAGE DETECTOR (Х9347А0) 
FLASH (NAND) ROM 2G WAVE L 
(YJ773B0) 


100P 50V J RECT. 
KDS4148U-RTK/P TE 
D1FM3-5053 
KDS4148U-RTK/P TE 
RB160M-60 TR 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
UDZV6.8B 

UDZV6.8B 

155372 TE85L 
155372 TE85L 
155372 TE85L 
155372 TE85L 


NÉ < ч 
tyga HAA ysyd 


= = С М М чч а м Ч № Ч № Ws 
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X4943E01 | IC 
X4943E01 | IC 
X4943E01 | IC 
XR680B00 | IC 
YE573A00 | IC 

- IC 


W9825G6KH-6 
W9825G6KH-6 
W9825G6KH-6 
TC7SHO8FU 
74AHCT1GO8GW,125 
BA4560RFV 

- IC SN74LV21APWR 
X5219A0R | IC AK5381VT-E2 
IC R1190H050B-T1-FE 
IC BA4560RFV 
IC BA4560RFV 
IC AK4396VF-E2 
IC BA4560RFV 
IC BA4560RFV 
PHOTO COUPLER HCPL-M600-500E 
IC 74LVC1G08GW 
IC 74AHC1G04GW,125 
IC 74LVC1G32GW 
CHIP INDUCTOR BLM18PG600SN1 


SDRAM (WAVE) 256M 
SDRAM (WORK) 256M 
SDRAM (WORK) 256M 
je GATE 


OP AMP 

AND 

ADC 
REGULATOR +5V 
OP AMP 

OP AMP 

DAC 

OP AMP 

OP AMP 


(YC777A0) 
(X2377A0) 


(YD413A0) 
(YC777A0) 
(YC777A0) 
(X8324A0) 
(YC777A0) 
(YC777A0) 
(VR90370) 
(YA350A0) 
(YE572A0) 
(YH738A0) 
(V274700) 


AND 
INVERTER 
OR GATE 


CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 


600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 


SS 
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(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 


560.0 63M D 1005 
3.3K 63M D 1005 
1.0K 63M D 1005 
0.00 63M J RECT. 
22.0K 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
47.0 63M J RECT. 
10.0K 63M J RECT. 
47.0 63M J RECT. 
22.0 63M J RECT. 
22.0 63M J RECT. 
68.0 63M J RECT. 
2.2K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
220.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
220.0 63M J RECT. 
100.0K 63M J RECT. 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


(RF55556) 
(RF55633) 
(RF55610) 
(RD45000) 
(RD45722) 
(RD45468) 
(RD45710) 
(RD45447) 
(RD45710) 
(RD45447) 
(RD45422) 
(RD45422) 
(RD45468) 
(RD45622) 
(RD45468) 
(RD45468) 
(RD45522) 
(RD45468) 
(RD45468) 
(RD45522) 
(RD45810) 
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※: New Parts 
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90 


PART NO. 


DESCRIPTION 


REMARKS 


※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


10.0K 63M J RECT. 
220.0 1/4 J TP 

68.0 63M J RECT. 
68.0 63M J RECT. 
220.0 1/4 J TP 
220.0 1/4 J TP 

22.0 63M J RECT. 
22.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
12.0K 63M D RECT. 
12.0K 63M D 1005 
68.0 63M J RECT. 
10.0K 63M J RECT. 
1.2K 63M J RECT. 
1.2K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0M 63M J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
0.00 63M J RECT. 
1.5K 63M J RECT. 
100.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
15.0K 63M D RECT. 
15.0K 63M D 1005 
15.0K 63M D RECT. 
15.0K 63M D 1005 
22.0K 63M D RECT. 
22.0K 63M D 1005 
22.0K 63M D 1005 
5.6K 63M D RECT. 
5.6K 63M D RECT. 
5.6K 63M D 1005 
5.6K 63M D 1005 
16.0K 63M D 1005 
16.0K 63M D 1005 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
16.0K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
16.0K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
1.5K 63M D RECT. 
1.5K 63M D 1005 
1.2K 63M J RECT. 
1.2K 63M J RECT. 
100.0 63M J RECT. 


АЧМ EYEE EES Ч ЧА Ч ЧАЧА EE EES EEG EGE Ч ЧА EI ЧА ЧАЧА GEE CGI EE SEG Ч Ч ЧА КККК КККК S SR SS SS SR S S fag 


ささ ささ ささ ささ ささ くさ ざさ ささ ささ 


NG AS RS: XG S$ XZ RS с мм SEAR ш мш ы ш MEINE AZ XE AZ 


NAS SEP SEP ын ы NL NL SEN NE NU NL BA ЖЕН: ЖЕЕ: ЖЕ УЕ NE NON, NEN NE NONE NIN N бы А NUN, NE NE был ы NE ы ыыы йы Жы А йы Мы NN NT 


(RD45710) 
(RD15522) 
(RD45468) 
(RD45468) 
(RD15522) 
(RD15522) 
(RD45422) 
(RD45422) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45468) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45468) 
(RA15712) 
(RF55712) 
(RD45468) 
(RD45710) 
(RD45612) 
(RD45612) 
(RD45610) 
(RD45610) 
(RD45910) 
(RD45810) 
(RD45810) 
(RD45610) 
(RD45610) 
(RD45000) 
(RD45615) 
(RD45510) 
(RD45468) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45710) 
(RD45710) 
(RA15715) 
(RF55715) 
(RA15715) 
(RF55715) 
(RA15722) 
(RF55722) 
(RF55722) 
(RA15656) 
(RA15656) 
(RF55656) 
(RF55656) 
(RF55716) 
(RF55716) 
(RD45610) 
(RD45610) 
(RF55716) 
(RA15615) 
(RF55615) 
(RA15615) 
(RF55615) 
(RF55716) 
(RA15615) 
(RF55615) 
(RA15615) 
(RF55615) 
(RD45612) 
(RD45612) 
(RD45510) 


Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 

CARBON RESISTOR (CHIP) 100.0 63M J RECT. 
CARBON RESISTOR (CHIP) 4.7K 63M J RECT. 
CARBON RESISTOR (CHIP) 4.7K 63M J RECT. 
CARBON RESISTOR (CHIP) 100.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 100.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 68.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 68.0 63M J RECT. 
CARBON RESISTOR (CHIP) 68.0 63M J RECT. 
METAL FILM RESISTOR (CHIP) | 15.0K 63M D RECT. 
CARBON RESISTOR (CHIP) 15.0K 63M D 1005 
METAL FILM RESISTOR (CHIP) | 15.0K 63M D RECT. 
CARBON RESISTOR (CHIP) 15.0K 63M D 1005 
METAL FILM RESISTOR (CHIP) | 22.0K 63M D RECT. 


REMARKS 
(RD45510) 
(RD45647) 
(RD45647) 
(RD45810) 
(RD45810) 
(RD45710) 
(RD45468) 
(RD45710) 
(RD45468) 
(RD45468) 
(RA15715) 
(RF55715) 
(RA15715) 
(RF55715) 
(RA15722) 
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CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
RESISTOR ARRAY 

CARBON RESISTOR (CHIP) 


22.0K 63M D 1005 
22.0K 63M D 1005 
0.00 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
2.2K 63M D RECT. 
2.2K 63M D RECT. 
2.2K 63M D 1005 
2.2K 63M D 1005 
3.9K 63M D RECT. 
3.9K 63M D RECT. 
3.9K 63M D 1005 
3.9K 63M D 1005 
1.0K 63M D 1005 
1.0K 63M D 1005 
3.9K 63M D RECT. 
3.9K 63M D 1005 
1.0K 63M D RECT. 
1.0K 63M D 1005 
1.0K 63M D 1005 
2.2K 63M J RECT. 
2.2K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
2.2K 63M J RECT. 
100.0 63M J RECT. 
100.0K 63M J RECT. 
2.2K 63M J RECT. 
100.0K 63M J RECT. 
100.0 63M J RECT. 
100.0K 63M J RECT. 
100.0K 63M J RECT. 
100.0 63M J RECT. 
100.0 63M J RECT. 
2.0K 63M J RECT. 
47.0K 63M J RECT. 
12.0K 63M J RECT. 
15.0K 63M J RECT. 
47.0K 63M J RECT. 
220.0 63M J RECT. 
22.0K 63M J RECT. 
10.0K 63M J RECT. 
1.5K 63M J RECT. 
22.0K 63M J RECT. 
220.0 63M J RECT. 
220.0 63M J RECT. 
0 63M J RECT. 
2.2K X4 

0.00 63M J RECT. 


ささ ささ ささ ささ ささ 
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(RF55722) 
(RF55722) 
(RD45000) 
(RD45000) 
(RD45000) 
(RD45000) 
(RD45468) 
(RD45468) 
(RD45000) 
(RD45000) 
(RA15622) 
(RA15622) 
(RF55622) 
(RF55622) 
(RA15639) 
(RA15639) 
(RF55639) 
(RF55639) 
(RF55610) 
(RF55610) 
(RA15639) 
(RF55639) 
(RA15610) 
(RF55610) 
(RF55610) 
(RD45622) 
(RD45622) 
(RD45710) 
(RD45710) 
(RD45622) 
(RD45510) 
(RD45810) 
(RD45622) 
(RD45810) 
(RD45510) 
(RD45810) 
(RD45810) 
(RD45510) 
(RD45510) 
(RD45620) 
(RD45747) 
(RD45712) 
(RD45715) 
(RD45747) 
(RD45522) 
(RD45722) 
(RD45710) 
(RD45615) 
(RD45722) 
(RD45522) 
(RD45522) 
(RD35000) 
(WH21020) 
(RD45000) 
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CARBON RESISTOR (CHIP) 0.00 63M J RECT. 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 

CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 100.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 100.0 63M J RECT. 
CARBON RESISTOR (CHIP) 100.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 82.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 2.4K 63M J RECT. 
CARBON RESISTOR (CHIP) 62.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 6.2K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0 63M J RECT. 
CARBON RESISTOR (CHIP) 5.6K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 0.00 63M J RECT. 
CARBON RESISTOR (CHIP) 0.00 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M J RECT. 
RESISTOR ARRAY 0X4 

RESISTOR ARRAY 0X4 

RESISTOR ARRAY 0X4 

RESISTOR ARRAY 0X4 

RESISTOR ARRAY 0X4 

RESISTOR ARRAY 68X4 

RESISTOR ARRAY 68X4 

RESISTOR ARRAY 56X 4 

RESISTOR ARRAY 56X 4 

RESISTOR ARRAY 22X 4 

RESISTOR ARRAY 22X 4 

RESISTOR ARRAY 68X4 

RESISTOR ARRAY 68X4 

RESISTOR ARRAY 10KX4 
RESISTOR ARRAY 2.2KX4 
RESISTOR ARRAY 68X4 

RESISTOR ARRAY 10KX4 

RESISTOR ARRAY 2.2KX4 
RESISTOR ARRAY 10KX4 

POLY SWITCH SMDC185F/33-2 SMDC 
DIGITAL TRANSISTOR DTC023JUBTL 
DIGITAL TRANSISTOR KRA226S-RTK/P 
TRANSISTOR (CHIP) 2PC4081R 
TRANSISTOR (CHIP) 2PC4081R 
TRANSISTOR (CHIP) 2PC4081R 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
ELECTROLYTIC CAPACITOR (CHIP) | 100 25V RVS-25V101 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V К 1608 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V К 1608 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V K 1608 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 10.000 25V K KAKUT 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 4.700 25V К KAKUTE 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 1000P 50V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.47 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 1000P 50V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 22U 6.3V M RECT. 
CERAMIC CAPACITOR (CHIP) 22U 6.3V M RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 0.100 25V К 1608 
CERAMIC CAPACITOR (CHIP) 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 


REMARKS 

(RD45710) 
(RD45710) 
(RD45710) 
(RD45510) 
(RD45710) 
(RD45710) 
(RD45510) 
(RD45810) 
(RD45782) 
(RD45624) 
(RD45762) 
(RD45662) 
(RD45410) 
(RD45410) 
(RD45410) 
( 
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RD45410) 
(RD45410) 
(RD45656) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(WH21670) 
(WH21670) 
(WH21670) 
(WH21670) 
(WH21670) 
(WH20660) 
(WH20660) 
(WH20640) 
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(WH21180) 
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(ZK48390) 
(ZK48390) 
(ZK48390) 
(US63410) 
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(WF54790) 
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(US63410) 
(US66310) 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 22U 6.3V M RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 2700P 50V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
( ) 
( ) 
( ) 
( ) 
( ) 
( ) 
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REMARKS 
(US62510) 
(US62510) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(WD75810) 
(US62510) 
(US66327) 
(US62510) 
(US63410) 
(WD75810) 
(WD75810) 
(US62510) 
(US66090) 
(US66310) 
(US62510) 
(ZA58460) 
(US62510) 
(US62510) 
(US62510) 
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CERAMIC CAPACITOR (CHIP 0.010 16V K RECT. 
CERAMIC CAPACITOR (CHIP 22U 6.3V M RECT. 
CERAMIC CAPACITOR (CHIP 22U 6.3V M RECT. 
CERAMIC CAPACITOR (CHIP 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP 9P 50V D RECT. 
CERAMIC CAPACITOR (CHIP 1000P 50V K RECT. 
CERAMIC CAPACITOR (CHIP 0.100 10V K RECT. 
MONOLITHIC CERAMIC CAPACITOR(CHIP) | 10.0 16V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
ELECTROLYTIC CAPACITOR 150.00 10.0V CHIP 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 1000P 50V K RECT. 
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(US62510) 
(US62510) 
(0562510) 
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CERAMIC CAPACITOR (CHIP 1000P 50V K RECT. 
CERAMIC CAPACITOR (CHIP 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP 12P 50V J RECT. 
CERAMIC CAPACITOR (CHIP 15P 50V J RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
UF037101 | ELECTROLYTIC CAPACITOR (CHIP) | 10 16V 

- CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 

- CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
UF037101 | ELECTROLYTIC CAPACITOR (CHIP) | 10 16V 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V UWP1C1 
ELECTROLYTIC CAPACITOR B 10 16V UWP1C1 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V UWP1C1 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR B 10 16V UWP1C1 
ELECTROLYTIC CAPACITOR BP (CH 10 16V RVB-16V100M 
CERAMIC CAPACITOR (CHIP) 9P 50V D RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
ELECTROLYTIC CAPACITOR (CHIP) | 10 16V 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 16V UWP1C1 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 16V UWP1C1 
ELECTROLYTIC CAPACITOR BP (CHIP) | 10 16V RVB-16V100M 
ELECTROLYTIC CAPACITOR (CHIP) | 100 16V 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 0.100 10V K RECT. 
CERAMIC CAPACITOR (CHIP) 1000P 50V K RECT. 
CERAMIC CAPACITOR (CHIP) 100P 50V J RECT. 
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(UE13710) 
(UE13710) 
(UF23710) 
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(ZD10490) 
(ZD10490) 
(UE13710) 
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(ZD10490) 
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(ZD10490) 
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CERAMIC CAPACITOR (CHIP. 100P 50V J RECT. 
CERAMIC CAPACITOR (CHIP. 1000P 50V K RECT. 
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※: New Parts 
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Silent SH2/SC2 Series (UP/GP) 
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PART NO. 


DESCRIPTION 


REMARKS 


UF038103 
UF038103 


UF038103 
UF038103 


UF038103 
UF038103 


WM919901 
WM919901 


UF148101 


UF148101 


UF038103 


UF038103 


UF038103 


UF038103 


※: New Parts 


CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP. 
LECTROLYTIC CAPACITOR BP (CHIP 
LECTROLYTIC CAPACITOR BP (CHIP 
LECTROLYTIC CAPACITOR BP (CHIP 
LECTROLYTIC CAPACITOR BP (CHIP 
LECTROLYTIC CAPACITOR BP (CHIP 
LECTROLYTIC CAPACITOR BP (CHIP 
LECTROLYTIC CAPACITOR (CHIP 
ELECTROLYTIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
LECTROLYTIC CAPACITOR BP (CHIP 
ELECTROLYTIC CAPACITOR BP (CHIP. 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP 
ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP. 
ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
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ELECTROLYTIC CAPACITOR (CHIP 
ELECTROLYTIC CAPACITOR (CHIP 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
ELECTROLYTIC CAPACITOR (CHIP 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 

MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

CERAMIC CAPACITOR (CHIP) 

ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP. 


CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP. 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR BP (CHIP. 
ELECTROLYTIC CAPACITOR BP (CHIP. 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
( ) 
( ) 
( ) 
) 


CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 


CERAMIC CAPACITOR (CHIP 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 


1000P 50V K RECT. 
0.1000 50V J KAKUT 
0.1000 50V J KAKUT 
0.0100 50V K RECT. 
0.0100 50V K RECT. 
1000P 50V K RECT. 
10 16V 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
10 16V UWP1C1 

10 16V UWP1C1 

10 16V RVB-16V100M 
10 16V RVB-16V100M 
100 16V 

100 16V 

1000P 50V K RECT. 
1000P 50V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 

10 25V RVB-25V100M 
10 25V RVB-25V100M 
0.010 16V K RECT. 
100 16V 

100 16V 

0.010 16V K RECT. 
0.010 16V K RECT. 
100 16V 

100 16V 

0.010 16V K RECT. 
0.010 16V K RECT. 
0.1000 50V K 1005 
470.00 25.0V CHITS 
470.00 25.0V CHITS 
0.100 25V K 1608 

100 25V 

0.100 25V K 1608 
10.0 25V КТР 

100 25V 

0.100 10V K RECT. 
10.0 16V K RECT. 
10.0 16V K RECT. 
0.100 10V K RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
0.100 10V K RECT. 
100 16V 

0.100 16V Z RECT. 
100 16V 

0.100 16V Z RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
100 16V 

0.100 16V Z RECT. 
100 16V 

0.100 16V Z RECT. 
0.100 10V K RECT. 

10 25V RVB-25V100M 
10 25V RVB-25V100M 
1000P 50V K RECT. 
10.0 16V K RECT. 
0.010 16V K RECT. 
0.100 10V K RECT. 
22 25V M KAKUTE 
22 25V MKAKUTE 
2.2 25V M KAKUTE 
125V K RECT. 

2.2 25V M KAKUTE 
22 25V M KAKUTE 
22 25V M KAKUTE 
0.470 25V К 1608 
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(0566310) 
(7595480) 
(7595480) 
(0506410) 
(0506410) 
(0566310) 


(UE13710) 
(UE13710) 
(UF23710) 
(UF23710) 
(ZD10490) 
(ZD10490) 


(US66310) 
(US66310) 
(US66210) 
(US66210) 
(ZD10500) 
(ZD10500) 
(US63410) 


(US63410) 
(US63410) 


(US63410) 
(US63410) 
(ZD99680) 


(ZN36460) 


(ZN36460) 
(WG88820) 


(US62510) 
(ZA58460) 
(ZA58460) 
(US62510) 
(US66210) 
(US66210) 
(US62510) 


(US63510) 


(US63510) 
(US66210) 
(US66210) 


(US63510) 


(US63510) 
(US62510) 
(ZD10500) 
(ZD10500) 
(US66310) 
(ZA58460) 
(US63410) 
(US62510) 
(ZK82490) 
(ZK82490) 
(ZK70340) 
(2501290) 
(2070340) 
(7082490) 
(7082490) 
(2251760) 


PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


XZ414G01 


X5219A0R 


YD235A00 


X5049A0R 
X5049A0R 


※: New Parts 


MONOLITHIC CERAMIC CAPACITOR(CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CONNECTOR 

FFC/FPC CONNECTOR 
CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

CONNECTOR 

DIODE 

DIODE 

DIODE 

DIODE 

DIODE (CHIP) 

VARISTOR (CHIP) 

VARISTOR (CHIP) 

ZENER DIODE 

ZENER DIODE 

DIODE 

DIODE 

DIODE 

DIODE 

VARISTOR (CHIP) 

DIODE (CHIP) 

DIODE ARRAY 

DIODE ARRAY 

FILTER LC (CHIP) 

FILTER LC (CHIP) 

EMI FILTER (CHIP) 

FET (CHIP) 

FET 

FET 

IC 

IC 

IC 

IC 

IC 

IC 


IC 


IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 
IC 


0.470 25V K 1608 
10.0 25V K TP 

0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 25V K 1608 
0.100 10V K RECT. 
0.100 25V K 1608 
0.100 10V K RECT. 
0.100 10V K RECT. 
0.100 10V K RECT. 
PH 6P TE 

52808 10P TE 

GH 15P TE 

PH 12P TE 

GH 8P TE 

PH 4P TE 

GH 10P TE 

GH 11P TE 

GH 7P TE 

GH 8P TE 
RB070MM-30TR TP 
RB070MM-30TR TP 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
D1F60 1A 600V TP 
AVRL161A1R1NTB 
AVRL161A1R1NTB 
UDZV6.8B 
UDZV6.8B 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
SMAB34 

SMAB34 
AVRL161A1R1NTB 
D1F60 1A 600V TP 
1SS372 TE85L 
1SS372 TE85L 
NFM18PC474R0J3D 
NFM18PC474R0J3D 
NFE31PT222Z1E9L 
NP15P04SLG-E1-AY 
US6K1TR 

US6K1TR 
R3112N291A-TR-FE 
TC7WH14FU 
MB8AA4710MP-GE1 
R1245K003G-TR 
BD9E151NUX-TR 
S29GL256S90TFI020 


W29N02GVSIAA 


W9864G6KH-6 
BD9A100MUV-E2 
AK5381VT-E2 
TC7SET32FU 
74AHCT1G32GW,125 
R5524N002A-TR-FE 
R3112N291A-TR-FE 
74VHC123AFT 
AK4396VF-E2 
NJM4556AM-TE1 
NJM4556AM-TE1 
BA4560RFV 
TMP89FW24AFG-7KH4 
PCA9516 
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(2251760) 
(WG88820) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(US62510) 
(ZN36460) 
(US62510) 
(ZN36460) 
(US62510) 
(US62510) 
(US62510) 
(VT38870) 
(WC19490) 
(ZF24250) 
(VT38930) 
(ZF24250) 
(VT38850) 
(ZF24200) 
(ZF24210) 
(ZF24170) 
(ZF24250) 
(ZW73220) 
(ZW73220) 
(WG13930) 
(WG13930) 
(VS20110) 
(WE67480) 
(WE67480) 
(WY16350) 
(WY16350) 
(WG13930) 
(WG13930) 
(ZZ65410) 
(ZZ65410) 
(WE67480) 
(VS20110) 
(V942490) 
(V942490) 
(WU19490) 
(WU19490) 
(ZC80520) 
(ZK38080) 
(ZA68370) 
(ZA68370) 
VOLTAGE DETECTOR  (X9347A0) 
INVERTER ) 
CPU (SWX09) ) 
DC-DC CONVERTER 

DC-DC CONVERTER (ҮН749А0) 
FLASH (NOR) ROM 256M PROGRAM 
(YJ775D0) 

FLASH (NAND) ROM 2G WAVE H 
(YJ774B0) 


(XY806BO 
(YH621A0 


SDRAM (DSP) 64M 
DC-DC CONVERTER 


(YH748A0) 
ADC 

OR GATE (XW814B0) 
(YE571A0) 
USB HIGH SIDE POWER SWITCH 
VOLTAGE DETECTOR  (X9347A0) 
SINGLE SHOT (X8506B0) 
DAC (X8324A0) 
OP AMP 

OP AMP 

OP AMP 
E-PNS3a 

IIC BUS HUB 


(YC777A0) 
(YD841B0) 
(X5263A0) 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. | DESCRIPTION 

= IC 
YH280A00 | IC 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 600 BK1005HM601-T 
CHIP INDUCTANCE 600 BK1005HM601-T 
COMMON MODE COIL (CHIP) | DLP11SN900HL2L 
COMMON MODE COIL (CHIP) | DLP11SN900HL2L 


REMARKS 
WATCHDOG TIMER RESET(YG468A0) 
DC-DC CONVERTER 


BD87A29FVM-TR 
LT8471EFE#TRPBF 
BLM18KG121TN1D 
BLM18KG121TN1D 

2.4uH 7E04NB-2R4N-G 
15uH SWPA6045S150MT 
2.2uH 7E03NA-2R2N-G 


(ZE06570) 
(ZE06570) 
(ZA32480) 
(ZU60270) 
(ZU61690) 
(WK13900) 
(WK13900) 

(WE86390) 

(WE86390) 


ママ 


| 


| 


hit 


COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTOR 

CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
CHIP INDUCTOR 

CHIP INDUCTANCE 
CHIP SOLID INDUCTANCE 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 
CHIP INDUCTANCE 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 
CHIP INDUCTANCE 


BLM18PG221SN1D 
BLM18PG221SN1D 
BLM18PG600SN1 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
600 BK1005HM601-T 
BLM18PG600SN1 
600 BK1005HM601-T 
BLM21PG221SN1D 
BLM18PG221SN1D 
BLM18PG221SN1D 
600 BK1005HM601-T 
600 BK1005HM601-T 
BLM18PG221SN1D 
BLM18PG221SN1D 
600 BK1005HM601-T 
BLM18PG221SN1D 
BLM18PG221SN1D 
600 BK1005HM601-T 
600 BK1005HM601-T 


SAAR ARR д д Н Шо a S 
ささ ざさ ささ ざさ ざさ ざさ ざさ きき ささ ざさ ざさ ざさ 


= 
У 
ч 


(WQ53330) 
(WQ53330) 

(V274700) 
(WK13900) 
(WK13900) 
(WK13900) 
(WK13900) 

(V274700) 
(WK13900) 

(V890120) 
(WQ53330) 
(WQ53330) 
(WK13900) 
(WK13900) 
(WQ53330) 
(WQ53330) 
(WK13900) 
(WQ53330) 
(WQ53330) 
(WK13900) 
(WK13900) 


BLM18PG221SN1D 
BLM18PG221SN1D 
PLT10HH1026ROPN 
15uH SWPA6045S150MT 
10иН VLCF4018T 
10иН VLCF4018T 
600 BK1005HM601-T 
BLM18PG221SN1D 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
2.7K 63M J RECT. 
68.0 63M J RECT. 


COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
COMMON MODE COIL 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
COIL INDUCTOR (CHIP) 
CHIP INDUCTANCE 

COIL INDUCTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 1.0K 63M J RECT. 
CARBON RESISTOR (CHIP) 68.0 63M J RECT. 
METAL FILM RESISTOR (CHIP) | 1.2K 63M D RECT. 
CARBON RESISTOR (CHIP) 1.2K 63M D 1005 
METAL FILM RESISTOR (CHIP) | 10.0K 63M D RECT. 
CARBON RESISTOR (CHIP) 10.0K 63M D 1005 
METAL FILM RESISTOR (CHIP) | 18.0K 63M D RECT. 
CARBON RESISTOR (CHIP) 18.0K 63M D 1005 
CARBON RESISTOR (CHIP) 0 63M J RECT. 
CARBON RESISTOR (CHIP) 0 63M J RECT. 
METAL FILM RESISTOR (CHIP) | 15.0K 63M D RECT. 
CARBON RESISTOR (CHIP) 15.0K 63M D 1005 
METAL FILM RESISTOR (CHIP) | 4.7K 63M D RECT. 
CARBON RESISTOR (CHIP) 4.7K 63M D 1005 
METAL FILM RESISTOR (CHIP) | 39.0K 63M D RECT. 
CARBON RESISTOR (CHIP) 39.0K 63M D 1005 
CARBON RESISTOR (CHIP) 47.0 63M J RECT. 
CARBON RESISTOR (CHIP) 22.0 63M J RECT. 
CARBON RESISTOR (CHIP) 22.0 63M J RECT. 
CARBON RESISTOR (CHIP) 68.0 63M J RECT. 
CARBON RESISTOR (CHIP) 47.0 63M J RECT. 
CARBON RESISTOR (CHIP) 68.0 63M J RECT. 
CARBON RESISTOR (CHIP) 22.0 63M J RECT. 
CARBON RESISTOR (CHIP) 22.0 63M J RECT. 
CARBON RESISTOR (CHIP) 22.0 63M J RECT. 


(WQ53330) 
(WQ53330) 
(ZX95760) 
(ZU60270) 
(WJ43660) 
(WJ43660) 
) 

) 


М ЧЧ ЧЧ ЧЧ Ч SESE SEES SELLE EEE 108 


Б USS SIE SOS OS USES USNS У AX ЗАЗ ке ыз AD d A 


ささ で ささ さそ さき すさ きき きき きき きき きき きき きき きき でき きき きき きき きき きき きき きい 
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Vx з; Mx М | My SQ М М Sh М Sk VQ VQ SQ YT VQ VQ y LJ h VQ SQ S VA А; 


へ へ ささ へ へ へ へ ささ へ ささ て 


Er n 


(WK13900 
(WQ53330 
(RD45710) 
(RD45000) 
(RD45000) 
(RD45627) 
(RD45468) 
(RD45610) 
(RD45468) 
(RA15612) 
(RF55612) 
(RA15710) 
(RF55710) 
(RA15718) 
(RF55718) 
(RD35000) 
(RD35000) 
(RA15715) 
(RF55715) 
(RA15647) 
) 

) 


YVYYYYAYYYYYYYYYYYYY 
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saaaat 


м 


St St SESE St 


Ж 
ж 
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St St St Sf St SF SF SF St St St 


(RF55647 
(RA15739 

(RF55739) 
(RD45447) 
(RD45422) 
(RD45422) 
(RD45468) 
(RD45447) 
(RD45468) 
(RD45422) 
(RD45422) 
(RD45422) 


8E 
B 
E 


D 
St SE St 


F 


D 
E: 


Е 


= 
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SF SH 


D 
SI 
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PART NO. 


DESCRIPTION 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


z: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


68.0 63M J RECT. 
47.0 63M J RECT. 
0.00 63M J RECT. 
22.0 63M J RECT. 
0.00 63M J RECT. 
22.0 63M J RECT. 
47.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
7.5K 63M D RECT. 
7.5K 63M D 1005 

0 63M J RECT. 
22.0K 63M D RECT. 
22.0K 63M D RECT. 
22.0K 63M D 1005 
22.0K 63M D 1005 
68.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
1.5K 63M J RECT. 
68.0 63M J RECT. 
27.0 63M D RECT. 
27.0 63M D 1005 
27.0 63M D RECT. 
27.0 63M D 1005 
1.0M 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
1.0M 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
470.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
1.0K 63M J RECT. 
1.5K 63M J RECT. 
8.2K 63M J RECT. 
6.8K 63M J RECT. 
3.9K 63M J RECT. 
22.0K 63M J RECT. 
68.0 63M J RECT. 
470.0K 63M J RECT. 
1.0K 63M J RECT. 
1.5K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
33.0 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
10.0K 63M J RECT. 
33.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
0.0 1/4 J TP 

220.0 63M J RECT. 
22.0K 63M J RECT. 
22.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 1/4 J TP 

1.0K 1/4 J TP 

33.0 1W J RECT. 
33.0 1W J RECT. 
33.0 0.1 J RECT. 
33.0 0.1 J RECT. 
33.0 1W J RECT. 
33.0 1W J RECT. 


АЧА EYEE EES Ч ЧА Ч ЧАЧА Ч ECG EE ЧА ЧАЧА EEE Ч ЧА CG ЧА ЧАЧА S S ЧА ЧАЧА Ч ЧА ЧА YEG GEE Ч ЧА SR S ЧА IEG SR Ч ЧА IEG Ч Ч ЧА Ч А ча а ча [BR 


СЧ СЕСЕ С 


ささ ささ さく で NNNS さ SS で SN で さ ささ ささ ささ ささ ささ ささ くさ ささ ささ ささ ささ さき ささ 
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= 


P 


(RD45468) 
(RD45447) 
(RD45000) 
(RD45422) 
(RD45000) 
(RD45422) 
(RD45447) 
(RD45468) 
(RD45468) 
(RD45710) 
(RA15675) 
(RF55675) 
(RD35000) 
(RA15722) 
(RA15722) 
(RF55722) 
(RF55722) 
(RD45468) 
(RD45468) 
(RD45468) 
(RD45615) 
(RD45468) 
(RA15427) 
(RF55427) 
(RA15427) 
(RF55427) 
(RD45910) 
(RD45710) 
(RD45710) 
(RD45910) 
(RD45710) 
(RD45710) 
(RD45847) 
(RD45710) 
(RD45710) 
(RD45610) 
(RD45615) 
(RD45682) 
(RD45668) 
(RD45639) 
(RD45722) 
(RD45468) 
(RD45847) 
(RD45610) 
(RD45615) 
(RD45710) 
(RD45468) 
(RD45433) 
(RD45468) 
(RD45468) 
(RD45710) 
(RD45433) 
(RD45710) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD15000) 
(RD45522) 
(RD45722) 
(RD45722) 
(RD45610) 
(RD45610) 
(RD15610) 
(RD15610) 

(VI82550) 

(VI82550) 
(RD25433) 
(RD25433) 

(VI82550) 

(VI82550) 
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РАВТ МО. 


Silent SH2/SC2 Series (UP/GP) 


DESCRIPTION 


REMARKS 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


100.0K 63M J RECT. 
100.0K 63M J RECT. 
220.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
16.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
16.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
5.6K 63M J RECT. 
5.6K 63M J RECT. 
680.0 1/4 J TP 
680.0 1/4 J TP 
470.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
22.0K 63M J RECT. 
68.0 63M J RECT. 
0.00 63M J RECT. 
0.00 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
68.0 63M J RECT. 
68.0 63M J RECT. 
100.0 63M J RECT. 
100.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
100.0 63M J RECT. 
240.0K 63M D 1005 
47.0K 63M D 1005 
20.0K 63M D 1005 
100.0K 63M J RECT. 
240.0K 63M D 1005 
47.0K 63M D 1005 
20.0K 63M D 1005 
1.0K 1/4 J TP 

1.0K 1/4 J TP 

10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
10.0 63M J RECT. 
47.0K 63M J RECT. 
47.0K 63M J RECT. 
2.2K 63M J RECT. 
2.2K 63M J RECT. 
100.0 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 
10.0K 63M J RECT. 


(RD45810) 
(RD45810) 
(RD45522) 
(RD45710) 
(RD45710) 
(RD45716) 
(RD45610) 
(RD45610) 
(RD45716) 
(RD45610) 
(RD45610) 
(RD45656) 
(RD45656) 
(RD15568) 
(RD15568) 
(RD45847) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(RD45722) 
(RD45468) 
(RD45000) 
(RD45000) 
(RD45710) 
(RD45710) 
(RD45468) 
(RD45468) 
(RD45510) 
(RD45510) 
(RD45710) 
(RD45710) 
(RD45510) 
(RF55824) 
(RF55747) 
(RF55720) 
(RD45810) 
(RF55824) 
(RF55747) 
(RF55720) 
(RD15610) 
(RD15610) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45410) 
(RD45747) 
(RD45747) 
(RD45622) 
(RD45622) 
(RD45510) 
(RD45710) 
(RD45710) 
(RD45710) 
(RD45710) 
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RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 0X4 
RESISTOR ARRAY 68 X 4 
RESISTOR ARRAY 56X4 
RESISTOR ARRAY 56X4 
RESISTOR ARRAY 68 X 4 
RESISTOR ARRAY 68 X 4 


(WH21670) 
(WH21670) 
(WH21670) 
(WH21670) 
(WH21670) 


SF SE ЖЕ; 


(WH20660) 
(WH20640) 
(WH20640) 
( 
( 


F 


S S S 


WH20660) 
WH20660) 
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PART NO. 


DESCRIPTION 


DM and EKS3 


Silent SH2/SC2 Series (UP/GP) 


REMARKS 


WV615800 
WG485300 


UF038103 
UF038103 


UF037101 


UF038103 


UF038103 


※: New Parts 


RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
RESISTOR ARRAY 
FET 

FET 

TRANSISTOR (CHIP) 
TRANSISTOR (CHIP) 
RESONATOR QUARTZ 
QUARTZ CRYSTAL UNIT 


CIRCUIT BOARD 

CONNECTOR 

CONNECTOR 

CONNECTOR 

PHOTO DIODE 

PHOTO DIODE 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

LED RED 

SENSOR SOCKET ASSEMBLY BLACK 
SENSOR SOCKET ASSEMBLY BLACK 
PAN HEAD TAPPING SCREW-P 
SENSOR SOCKET BASE 

LABEL 

TACK TAPE 

CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 


10K X4 

10K X4 

10K X4 

10K X4 

10K X4 

10K X4 

10K X4 

1.0K X4 

UM6J1N 

UM6J1N 

2PC4081R 

2PC4081R 

48MHz Q22FA238006080 
22.5792MHz DSX321G 


EKS3 

PH 9P SE 

PH 5P SE 

PH 8P SE 
S2506-02 
S2506-02 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 
FER3308S-N-B115 


3.0X8 MFZN2B3 
PBT NATURAL 

NA BLANK YEMI 
570F 30m W=10 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100 16V 

100 16V 

1000P 50V K RECT. 
0.1000 16V 2 RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V 2 RECT. 
0.1000 16V 2 RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10.0 6.3V K TP 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10.0 6.3V K TP 
0.1000 16V Z RECT. 
10 16V 

0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
100 16V 

0.1000 16V Z RECT. 
100P 50V J RECT. 
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Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 
Key sensor 


| 


(WH21180) 
(WH21180) 
(WH21180) 
(WH21180) 
(WH21180) 
(WH21180) 
(WH21180) 
(WH20940) 

(ZZ23120) 

(ZZ23120) 

(ZK48390) 

(ZK48390) 
(WZ93300) 
(WM28490) 


(YJ153A0) 
(VB85880) 
(VB85840) 
(VB85870) 
(VB43440) 
(VB43440) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(ZU65510) 
(VU12090) 


(V954320) 
(WU66620) 
(CB55090) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 


(US06310) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(US13510) 
(WG88830) 
(US13510) 
(US13510) 
(WG88830) 
(US13510) 


(US13510) 
(US13510) 


(US13510) 


(US13510) 
(US06210) 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. 


DESCRIPTION 


EKS3 


REMARKS 


UF138471 
UF138471 


YD113A00 
WN020200 


VN92550R 


VN92550R 


※: New Parts 
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CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
ELECTROLYTIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
DIODE 

DIODE 

DIODE 

DIODE 

DIODE (CHIP) 

DIODE 

DIODE 

DIODE 

DIODE 

DIODE 

IC 

[© 

IC 

IC 

SPACER ROUND 

CHIP INDUCTOR 

CHIP INDUCTOR 

CHIP INDUCTOR 

CHIP INDUCTOR 

LED (CHIP) RED 

LED (CHIP) RED 

LED (CHIP) RED 

LED (CHIP) RED 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


100P 50V J RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
470 16V 

470 16V 

10P 50V D RECT. 
100P 50V J RECT. 
100P 50V J RECT. 
100P 50V J KAKUTE 
100P 50V J KAKUTE 
10P 50V D RECT. 
10P 50V D RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
10 16V 

0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 

D1F60 1A 600V TP 
1SR154-400 TE-25 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 
1SS355VM 
1SS355VM 
HA1630Q04T 4CH 
HA1630Q04T 4CH 
LPC1763FBD100 
RP131H331D-T1-FE 
M3 L=2 
BLM18PG600SN1 
BLM18PG600SN1 
BLM18PG600SN1 
BLM18PG600SN1 
CL-170SD-CD-T 
HSMS-C170 
CL-170SD-CD-T 
HSMS-C170 

33.0K 63M J RECT. 
33.0K 63M J RECT. 
8.2K 63M J RECT. 
8.2K 63M J RECT. 
68.0K 63M J RECT. 
68.0K 63M J RECT. 
0 63M J RECT. 

1.0K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
12.0K 63M J RECT. 
10.0K 63M J RECT. 
0 63M J RECT. 

0 63M J RECT. 
10.0K 63M J RECT. 
3.9K 63M J RECT. 
3.3K 63M J RECT. 
47.0 63M J RECT. 
47.0 63M J RECT. 
3.3K 63M J RECT. 
10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

680 1W J RECT 

51.0 1/0 J RECT 

51.0 1/0 J RECT 

10 1/4 J RECT. 
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OP AMP 
OP AMP 

CPU (FLASH) 
REGULATOR +3.3V 


jen 


ea 


(US06210) 
(V315210) 
(V315210) 


(0506110) 
(0506210) 
(0506210) 
(V315210) 
(V315210) 
(0506110) 
(0506110) 
(0513510) 
(0513510) 


(0513510) 
(0513510) 
(WG13930) 
(WG13930) 
(WW78390) 
(WW78390) 
(VS20110) 
(VT53250) 
(WG13930) 
(WG13930 
(WW78390 
(WW78390 
(X2869A0 
(X2869A0 
(YE240E0 


(V274700) 
(V274700) 
(V274700) 
(V274700) 


(7588960) 


(7588960) 
(8035733) 
(8035733) 
(8035682) 
(8035682) 
(8035768) 
(8035768) 
(8035000) 
(8035610) 
(8035447) 
(8035447) 
(8035712) 
(8035710) 
(98035000) 
(98035000) 
(8035710) 
(98035639) 
(8035633) 
(8035447) 
(8035447) 
(8035633) 
(WP37790) 
(WP37790) 
(WP37790) 
(WP37790) 
(WP37790) 
(WP37790) 
(ZC32990) 
(WP58660) 
(WP58660) 
(WP37790) 


PART NO. 


DESCRIPTION 


EKS3 and PNLM 


REMARKS 


Silent SH2/SC2 Series (UP/GP) 


V302690R 
V302690R 


22651900 
※: New Parts 


CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
RESISTOR ARRAY 
RESISTOR ARRAY 

JUMPER SWITCH 

JUMPER SWITCH 

FET 

FET 

CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
CERAMIC CAPACITOR (CHIP) 
MONOLITHIC CERAMIC CAPACITOR(CHIP) 
FET 

FET 

IC 

CHIP INDUCTANCE 

CHIP INDUCTANCE 

CHIP INDUCTOR 

CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
METAL FILM RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


CIRCUIT BOARD 


10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

10 1/4 J RECT. 

300 1W J RECT 
300 1W J RECT 
10.0K 63M J RECT. 
22K X4 

22K X4 

CHS-01 TA1 
CHS-01 TA1 
2N7002KA-RTK/P 
2N7002KA-RTK/P 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
22P 50V J RECT. 
22P 50V J RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
1000P 50V K RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
0.1000 16V Z RECT. 
100P 50V J RECT. 
10.0 6.3V K TP 
2SJ278MYTR-E 
2SJ278MYTR-E 
RNA51957BFP#HO 
600 BK1608HM601-T 
600 BK1608HM601-T 
BLM18PG600SN1 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
430 1W J RECT 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
1.0K 63M J RECT. 
4.7K 63M J RECT. 
22.0K 063 D 1608 
3.0K 063 D 1608 

0 63M J RECT. 

0 63M J RECT. 


SSN ee eee OX OX eee X XV OX XV OX OV OV мом МОМ мм 


YEE ЧЧ Ч Ч YEE SEE SR SRA SA ЧЧ SA SA SA Ч SA SA SA — тот SA SA SA SA Ч SA S| S| ЧА SA SA ЧЧ ЧЧ Ч ЧЧ ЧЧ 8 SR mm V УП BR БАСА Ч SA ЧА A SB 05 
Nu 


PNLM 


МОМ ча зш мзш SOS RUS USS SUS MOSS SONS seat! 


Pou Sag 


X (ү 
ч 


т IT i 


; NNI NLNLNE NL NN yji 


- 
る A 


rt Rog on nonu on onc роо ооо 
RF s NINE NIE NIE NIE MINI NIE NIE NIE NINE NIE NIE NIE NIE NIE NIE NE LL NIE NI 


は は 
NI NI 


M uo m——————————————————n)0o9^^ 


ビリ ロロ ロロ の ウロ の ウロ の ウロ ロロ ロイ ロイ エー エロ 


E 


AAA 


NV V V 


ND М.М ММММ ММММ ММММ МММ ММ 


КАТАА PK ER EA ER S € Sh 


で 
2 
= 
< 
x 


WW Vy Ol AV ポー トッ ーー ゴゴ 


SYSTEM RESET 


(WP37790) 
(WP37790) 
(WP37790) 
(WP37790) 
(WN02010) 
(WN02010) 
(RD35710) 
(WH21260) 
(WH21260) 


(ZC90190) 
(ZC90190) 
(US13510) 
(US13510) 
(US06122) 
(US06122) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0506310) 
(0506310) 
(0506310) 
(0506310) 
(0506310) 
(0506310) 
(0513510) 
(0513510) 
(0513510) 
(0513510) 
(0506210) 
(WG88830) 
(VZ42790) 
(VZ42790) 


(VY65720) 
(VY65720) 
(V274700) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 

(WN02000) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35610) 
(RD35647) 

(WB25660) 

(WB25470) 

(RD35000) 
(RD35000) 


(ZZ65170)(YJ475B0)(YJ475CO) 
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Silent SH2/SC2 Series (UP/GP) 


PART NO. 


DESCRIPTION 


PNLM and SW 


Zn 


REMARKS 


WY781501 


22433800 
WC631101 
WC631101 
WC631101 
WC631101 
WC631101 


WN825500 
WN822500 
HS41252R 
WM242100 


※: New Parts 


102 


LED (CHIP) WHITE 
LED RED 

LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
LED (CHIP) ORANGE 
LED (CHIP) WHITE 
CONNECTOR 
CONNECTOR 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 
CARBON RESISTOR (CHIP) 


CIRCUIT BOARD 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
TACT SWITCH 
CONNECTOR 
DIODE 

DIODE 

DIODE 

DIODE 


CONNECTOR ASSEMBLY 
CONNECTOR ASSEMBLY 
ROTARY VARIABLE RESISTOR 
LEAF SWITCH 


SMLD12WBN1W 
SML-D12U8WT86(Q/R) 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 
SML-D15DWT86 
SMLD12WBN1W 

GH 11P TE 

GH 7P TE 

390.0 63M J RECT. 
27.0 1/4 J TP 

15.0 1/4 J ТР 

27.0 1/4 J TP 

27.0 1/4 J TP 

15.0 1/4 J TP 

15.0 1/4 J TP 

27.0 1/4 J TP 


SW 

SKRPABEO10 
SKRPABE010 
SKRPABE010 
SKRPABE010 
SKRPABE010 

GH 8P TE 
KDS160-RTK/P TP 
KDS160-RTK/P TP 
KDS4148U-RTK/P TE 
KDS4148U-RTK/P TE 


PDS-LH 3P 
SOFTH 2P 

B 10.0K RK16Y11L00 
LSB-1140-1AU 
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Standby/On 
Rec 

Rec 
Play/Stop 
Play/Stop 
Metronome 
Metronome 
Func. 

Func. 


(ZZ20950) 


(7720950) 
(ZX39120) 
(ZZ20950) 
(ZX39120) 
(ZZ20950) 
(ZX39120) 
(ZZ20950) 
(ZF24210) 
(ZF24170) 
(RD35539) 
(RD15427) 
(RD15415) 
(RD15427) 
(RD15427 
(RD15415 
(RD15415 
(RD15427 


(ZX98760)(YJ476B0) 


Standby/On 
Rec 
Play/Stop 
Metronome 
Func. 


(ZF24250) 
(WC39880) 
(WC39880) 
(WG13930) 
(WG13930) 


SC2UP: DAMPER Pedal(PEDAL UNIT LH 
SC2UP: SOFT Pedal(PEDAL UNIT SH2 
SC2GP: DAMPER Pedal (PEDAL UNIT LG 
SC2GP: SHIFT Pedal(PEDAL UNIT SG 


SILENT Pano 


Silent SH2/SC2 Series (UP/GP) 
CIRCUIT DIAGRAM 


Ш CONTENTS (HX) 


BLOCK DIAGRAM (ブロ ッ ク ダ イア グラ ム ) terere nhi sind 3 

WIRING СЕ аата та аата анат 8 

CIRCUIT DIAGRAM (回 路 図 ) 
EE ミミ ee 16 
Buana sanu au Ce 19 
DC-IN Mee EE" 18 
DM memT-—————————————— 12—14 
СИВ о е а 20 
MD Л О ОТНЕТ A A a uns 17 
PNLH E UU TU NT S 15 
PNUM ————— ÁO —— ——————————S 15 
co A T KT 18 


Notation for Circuit Diagrams (回 路 図表 記 上 の 注意 ) 
1. How to identify inter-sheet connectors (シー ト 間 コネ クタ の 読み 方 に つい て ) 


og 4 | 
FLASH-HES>ー This indicates the location of the counter inter-sheet connector. 
(The alphabet indicates horizontal direction and the number 
Signal name indicates vertical direction) 
(信号 名 ) 対応 する シー ト 間 の コネ クタ の ある ロケ ーション を 示し ます 。 


(アル ファ ベッ ト が 水平 方 向 、 数 字 が 垂直 方 向 ) 


2. Connection of connectors( コ ネ ク タ の 接続 に つい て ) 


(Example) to MIDI-CB1 
<P17 C:3> 


P17 are the page of a circuit diagram. 
(P.17 は 回 路 図 の ペー ジ で す 。) 


C:3 15 indicates the location of the counter intersheet connector. 
(The alphabet indicates horizontal direction and the number indicates vertical direction) 


C:3 は 対応 する シー ト 間 の コネ クタ の ある ロケ ーション を 示し ます 。 
(アル ファ ベッ ト が 水平 方 向 、 数 字 が 垂直 方 向 ) 


E WARNING 


Components having special characteristics are marked A and must be replaced with parts having specification equal to 
those originally installed. 
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XGbit SWX09 528 un 
256Fs.64Fs WCLK Lch HP OUT L Г m І 
Bbit Internal: 248MHz Reh LPF Circuit " 
d spoo DAC を HPOUTR — лшек 
= SDRAM : 124MHz I 
x16bit BUS:62MH z SDH DAC-MUTE. IC215(8P) C208(14P) | 
TT i 5р02 IC211(28P) AUX OUT L І 
+330 +330 +330 +330 сЕ АБЗ IC3(376P) Mum NNI AUX OUT R I 
MASTER-VR pum IC202 1 
4M. model op " 
СЫ apc (* @Р) там: I 
E 4444 
ГЕРЕРЕ EEEEEEE " BTANR І 
ad (aged РЕВЕ Е | 
ay i ANS oa IC201(16P) I І 
IC11(48P) IC9(48P) seMbx1 64Mb 52 IC605 I 
Lch (8P) I 
DAC [Ra | LPF > SP OUT (to Amp unit) l 
DAC-MUTE » 1 
Ebu UE L a‘ IC603(8P) I 
IC602(28P) 1 
SLES | Encorder (EC. A, EC. B, /EC COM) i 
HOST DP/DM E-PNS3 !„«/ЕС-ОМ 1 
45D LED Driver [b — (10MHz) /VR-ON I 
Highside LY BTTN1~4, SW-RD I 
Sw Panel Control —/EC_ON E /VR ON I 
EN, /OC 
СЕ IC609(80P) from Standby Circ. Ome, /EC COM) __MASTER-VR I 
Reset I I 
(WDT) | IC615(8P) I 
CN604(7P) Ы CN603(11P) — 一 лаш wr CN605(8P) Ti UK v — - - 1 
CN202(4P) | | | I EC1 VR1 І 
I 
= = CB2(7P) w CB1(8P 
So == | en VOICE/VALUE VOLUME I 
I 
[m] 7se -— Button1~4 
DRVIO-7] 9 о sw2~5 | 
SW1 — ーー 4 I 
I 
D1 o 1 
© ———————————— ee 
SW RD I 
777 š š x x 
! Note: See parts list for details of circuit board component parts. 
p POWER © EU | 
I 
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イア グラ ム ) not Bluetooth models (ЭЕ Bluetooth モデ ル ) 
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Ш Silent SC2 (UP/GP) BLOCK DIAGRAM (ブロ ッ ク ダ イア グ 


! DC IN UNIT 
1 (DC IN ユニ ッ ト ) 
1 


DCIN 16V 


AC ADAPTER 
PA-300C 


= 


A) 


101-8 comparator 


KEY SENSOR UNIT 
(キー セン サー ユニ ッ ト ) 


LS 


- CN5 (8P) — 
г .. 
IC5 TA1, 2 Зар 
(100Р) H 3.3A (7 
LPC1763 TR array LD11-22 regulator 
57-59 


SCL, SDA, /E-IC 
MPU 


UP Type GP Type 

PEDAL UNIT LH PEDAL UNIT LG 
(ペダ ル ユ ニッ ト LH) (ペダ ル ユ ニッ ト LG) 
ЗР, ЗР 


— 


(DAMPER Pedal) 


T n.c. 


UP Type 

PEDAL UNIT SH2 PEDAL UNIT SG 
(ペダ ル ユ ニッ ト SH2) (ペダ ル ユ ニッ ト SG) 
2Р, 2P 


— 


GP Type 


66у 
(SHIFT Pedal) 


Silent SH2/SC2 Series (UP/GP) 


E WARNING 


Components having special characteristics are marked VAN 
and must be replaced with parts having specification 
equal to those originally installed. 


較 安全 上 の 注意 

ÁN 印 の 部 品 は 、 安 全 を 維持 する た め に 重要 な 部 品 で す 。 
交換 する 場合 は 、 安 全 の た め に 必ず 指定 の 部 品 を ご 使用 
くだ さい 。 


Button1~4 
SW2~5 


ゴ 


3P 
3P 
UP Type SENSOR 
—— r r rr r Ili] 
f 1 
GP Type ! USB І 
1 AUX IN " 
П v we TO HOST i 
жайнай ир Ee ы Ерлан ей ыы UE A аде, tereo Mini 
FullSpeed І 
I 
= CN601(4P) CN215(12P) CN3(6P) = = CN205(15P) = = — CN602(10P) —— 1 =| cNeoodoP) | 
| M_model +12V) ] | M E ЕЕ ーー | E ea | ! 
= T A 9 = < 
+16V 3 4880 MIDI OUT(unused) P P EE 0 P 3 is 1 
2 Votage/Current MIDI IN(unused) a の | a I 
š onverler | Ш Ш SP OUT I 
= (Unused) FUNC-DP/DM ! 
/PSWI = I 
a8 +330 256Mbx 2 12С Bus Repeater I I 
PSWO 5 1С613(16Р) І 
E I 
I Ë SDRAM to E-PNS3a (Panel Control) I 
+ = I 
POWSW Š (Work) 2 S225792 3 E J š Reset /CPU-RES ! 
IC7(56P. cza H £ 5 Mixed] J У а - mE 
"m MUTE Circuit |LsZMUTE2 (56P) (54Р) y 9 i f AUXIN-IN ri MUSE BES | 
X201 +5A +3.3D DEVICE-/RES 1 
DC-DC FIRA L 48MHz 1 
+16V [1| IC206 
IC618(20P' n I 
12А x32bit | H Apc | AUXIN-R дүрр (5P) ET І 
+5LED 16bit AUXIN-IN Reset Y I 
DC-DC x | HP-IN ie | /MUTE2 1 " 
+50 X09 Em С213(16Р) IC600,601 Ec Datast me 
IC6(8P) x8bit SW 256Fs 64Fs WOLK Lch (80) HP OUT L е ' 
Reset - . === * Ci 
I 5 x8bit Internal : 248MHz e | pac [Ea uP OUT ーー*| ircuit | 
ч SDRAM : 124MHz Г” IC604 I 
+330 C4(5P) x16bit BUS:62MH z 5р1 DAG-MUTE IC215(8P) 8P) C208(14P) i 
IC5(8P) ` n spo2 C211(28P) »AUXOUTL 
+330 +330 +330 agf x16bit AUX OUT R I 
| Ý /CPU-RES IC3(376P) 5A +3.3D 
geGM-IN YY I 
+33D DC-DC 3:25 FLASH | FLASH MASTER-VR, M model І 
; IC20(16P) ` (NAND) | (NAND) RS | 
SDRAM| | SDRAM | BTANL 
WAVE kis (WAVE) (DSP) EEEEBE 21215191919 ADS i 
H L ГЕРЕ БЕРЕ ЕЕ < BTANR I 
i i IC10(54P)| |IC18(54P БЕТЕ оош | I 
+12А>——[ Reg ーー テ +sA 2Gbit | 2Gbit (54Р) (54Р) 4 |2 EP IC201(16P) I I 
IC214(5P) IC11(48P) IC9(48P) 256Mb yq 64Mb БЕ | IC605 | 
Lch (8р) - I 
I HP OUT L VAGUE DAC | Roh LPF > SP OUT (to Amp unit) I 
HP OUT R E-Bus I/F > IC603(8P) i 
RY1 IC602(28P) 
/MUTE2 +5LED Encorder (EC_A, EC_B, /EC_COM) 1 
HOST DP/DM E-PNS3  Q4/EC-ON | 
+5D LED Driver i (10МН2) /VR-ON 
Highside | Y BTTN1~4, SW-RD I 
= SW 766 Panel Control ECON の /VR_ON 
$ $ Encorder 
g Ky IC609(80P) from Standby Circ. aq EC-A EC_B./EC_COM) — MASTER-VR I 
Reset I I 
(WDT) | IC615(8P) І 
= = CN604(7P) Ы CN603(11P) — = —  — Il 一 一 一 CN605(8P) SS - — 一 - I 
JK2 JK3 CN202(4P) | I | | EC1 VR1 i 
A B USB CB2(7P CB1(11P CB1(8P) I 
PHONES -= Pg СВ) VOICE/VALUE VOLUME | 
I 
I 
I 
I 
I 
7 


SWITCH BOX UNIT 
(SW-BOX ユ ニッ ト ) 


LD[0-6] 


SW_RD 


Note: See parts list for details of circuit board component parts. 
Ж: : シー ト の 部 品 詳 細 は パー ツリ スト を ご 参照 くだ さい 。 


lll Silent SC2 (UP/GP) BLOCK DIAGRAM (ブロ ッ ク ダ イア グラ ム ) 
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lll Silent SH2 (UP) WIRING DIAGRAM (結線 図 ) 


! DCIN UNIT 
| (DC IN ユニ ッ ト ) 
1 


\ 
I 
I 
I 
І 
1 
I 
1 


AC ADAPTER 


KEY SENSOR UNIT( キ ー セ ン サ ー ユ ニッ ト ) 


= CN5 (8P) 


3P 


PEDAL UNIT LH 
(ペダ ル ユ ニッ ト LH) 
(DAMPER Pedal) 


PEDAL UNIT SO 


ーー で 」 


(SOFT Pedal) 


[—— — 9^6 


Silent SH2/SC2 Series (UP/GP) 


(ペダ ル ユ ニッ ト SO) 
4p (SOSTENUTO Pedal) 


U3S, YUS3S, YUS5, SU7 only : 


(ペダ ル ユ ニッ ト SH2) 


SENSOR MD/AMP N.C. X It is implemented in Bluetooth models only. 
-| 16 L- 18P (Bluetooth モデ ル の み に 実 装 さ れ て いま す 。) 
D l ‚ | Y | Bluetooth | — — ———— Беш ыыы ыыы кыылы шашы 
| Audio 1 ! 
І i Module | 1 
ニー ニニ ニニ ニー i i ! 
П f П 
| AUXO И] вт | USB 
' L ' АЧА TO HOST 
! = = CBI (4P) | cN1 (13Р) E— : = = СВІ (6P) а ! 
L/R Stereo Mini FullS d М 
' 0—9 ' | ullSpee 
p k — = = шшш m -— = = = = ú ' 
i CN205 (15Р) m CN602 (10Р) sm | CN600 (BP) aa w CN601 (4P) = = CN215 (12Р) = = = CNS (6P) — - © I 
1 1 
П 1 
1 ç 
i 1 
' ' ' 
' 1 
g 1 
' П 
П 1 
I | i 
' І 
П 1 
' П 
П 1 
' i 
' 1 
' 1 
' 1 
' 1 
| DM | | 
L i 
' П 
П 1 
' П 
' І | | 
' 1 
' 1 
1 
' П 
1 g. 
' П 
П 1 
' 1 
' 1 
' ' 
1 
i [| ! 
1 
1 П 
i © - © CN604 (7P) ーー CNeo3 (11Р) | — (1605 (8P) — | — = ー ウ ーー 
' 
' 1 
| А B < а] L VOICE/VALUE VOLUME ! 
' PHONES USB CB2 (7P) e = | CB1 (11Р) CB1 (8P) m = ' 
i ロー —] == ーー デイ 
' 1 
1 I I 1 
1 [| [| П 
| PNLH E | 
1 SWITCH BOX UNIT | I 
! (SW-BOX ユ ニッ ト ) - - ' 
PIPER OEE NE PEE ыа A pA WAR ла PAS а а S N PPS кака AR Ыы а ашыра t SSS aS y ea, es Be OA RR TC TET ел ЛЕБИНИН w Ыыы аы PANA A ОГА ЕРЕС ЕЕ Pk q аре а ыны ы ые ш ан ee ee аш 1 
Location No. Unit Name Ref No. of Parts List} PartNo. | Connector Assembly Destination Remarks Location No. Unit Name Ref No. of Parts List) PartNo. | Connector Assembly Destination Remarks 
(ロケ ーション 番号 ) (ユニ ッ ト 名 ) (N-)UARREFÉS) | (部 品番 号 ) ( 東 線 名 ) (接続 先 ) В (ロケ ーション 番号 (ユニ ッ ト 名 ) (\-7)дКВЕЕ#5) | (部 品番 号 ) ( 東 線 名 ) (接続 先 ) (備考 ) 
SWB-KS Connector Assembly 16P-10P d» 330 ZY74490 DM-AUXO DM-CN601 AUXO-CB1 4P L=45 
PDS-L Connector Assembly 16P-3P ® 350 ZY74510 DM-BT DM-CN215 BT-CN1 12P-13P L=130 
© OVERALL ASSEMBLY 109 гс MGS SWITCH BOX UNIT SENSOR Connector Ds-SO Connector Assembly | 16P4P [E] 840 ZY74500 DM-MIDI DM-CN3 MIDI-CB1 6P L-60 
( 総 組立 ) PDS-S Connector Assembly 16P-2P К] SWITCH BOX UNIT 310 ZY74410 DM-PNLH DM-CN604 PNLH-CB2 7P L-45 
@ 115 7733240 DC PLUG SWITCH BOX UNIT Connector DC IN Assembly DC JACK-SP © (SW-BOX ユ ニッ ト ) 300 ZY74400 DM-PNLH DM-CN603 PNLH-CB1 11Р L=45 
[6] Е 2158780 AC ADAPTER DCIN-JK1 PA-300C DC JACK ⑯ 320 ZY74480 DM-SW DM-CN605 SW-CB1 ВР L-45 
D oDSNUNT " m VAM4550 DGIN DEGAI DC IN Assembly ap 0 360 ZY74520 DM-KS+PD DM-CN205 SWITCH BOX UNIT 15P-16P L-45 
=v [E] 370 ZY74580 | DM-GMB3+XDCR DM-CN602,CN600 SWITCH BOX UNIT | 10P+8P-18P L-60 
& KY oy 20 7017670 KS-SW SWB-KS Connector Assembly EKS3-CN2 10P-9P 
® ( ра Еа) 20 WN82550 PDS-LH DAMPER Peda 3P 
© ( js Pes A KO! 10 WK72560 PDS-SOS SWB-KP Connector Assembly SOSTENUTO Pedal 4P 
d) vM S 20 WN82250 PDS-SOFT SOFT Pedal 2P 


lll Silent SH2 (UP) WIRING DIAGRAM (結線 図 ) 


H G F E D C B A 


Ш Silent SH2 (GP) WIRING DIAGRAM (結線 図 ) Silent SH2/SC2 Series (UP/GP) 


(⑧pepau UNIT LG 
(ペダ ル ユ ニッ ト LG) 


PE E с с eee E ME ap зр (DAMPER Pedal) 
HAMMER SENSOR UNIT (ハン マー セン サー ユニ ッ ト ) | (C 7 SENSOR UNT S E79 ュー) Ij e TR 
- - — | = DU: SL i = 
i al = = CN5 (8P) PEDAL UNIT SOG MD UNIT (MD ユニ ッ ト ) 


(ペダ ル ユ ニッ ト SOG) 
4p (SOSTENUTO Pedal) 


[—— — 978i 
PEDAL UNIT SG (м) 


‚зт ------------------ (1) a = — w の (ペダ ル ユ ニッ ト SG) 
(SHIFT Pedal) 


= 
o 
3 
8 
= 
L| 


CN4 (13P) 3P 


-— 


HAMMER 
EMISSION 


CN1 (13P 


Г (10P)mmm| CNG (6P) 
L| 


16P 


AC ADAPTER L Т 
| 


Bluetooth 
Audio 
Module 


Ж It is implemented in Bluetooth models only. 
(Bluetooth モデ ル の み に 実 装 さ れ て いま す 。) 


AUXO M BT AUXIN USB 

= MOBI Un) | L CN1 (13Р) i L/R Stereo Mini p ROSI 

@— (= | FullSpeed 
CN205 (15Р) m CN602 (10Р) m | CN600 (8P) w = CN601 (4P) - — CN215 (12Р) pum - = CN3 (6P) ша 


CN604 (7P) p CN603 (11Р) | — CN605 (8P) 


LS 
A B = @—| L 6 ! ー⑯) VOICE/VALUE VOLUME 


USB 
PHONES r7 CB2 (7P) mem m | CB1 (11Р) —1 r7 CB1 (8P) m = ] 
[| І 
PNLH ' E ' 
SWITCH BOX UNIT | | | 
(SW-BOX ユ ニッ ト ) - - E 
a a a SR i a a eC NE A EE a GN CE EE a i ER EE a i CA a a SE A Gh A CE CE CN RS A RE | RE NE RR a EC | i a a ый йан ыйы, айр E NENE kak us em: te Se, esl es sec SS: ET 
Location No. Unit Name Ref No. of Parts List} PartNo. | Connector Assembly Destination Remarks Location No. Unit Name Ref No. of Parts List) PartNo. | Connector Assembly Destination Remarks 
(ロケ ーション 番号 (ユニ ッ ト 名 ) (-70AMREFÉS)| (部 品番 号 ) ( 東 線 名 ) Ж) (備考 ) (ロケ ーション 番号 (ユニ ッ ト 名 ) (0- ツ リス ト REF 鶴 ) | (部 品番 号 ) ( 東 線 名 ) (接続 先 ) (備考 ) 
SWB-KS Connector Assembly 16P-10P W 330 ZY74490 DM-AUXO DM-CN601 AUXO-CB1 4P L=45 
PDS-S Connector Assembly 16P-2P ® 350 ZY74510 DM-BT DM-CN215 BT-CN1 12P-13P L=130 
© 150 Y74570 DM-cKSSED SWITCH BOX UNIT SENSOR Connector Ss eee Connector Assembly | — 16P-4P B 340 ZY74500 DM-MIDI DM-CN3 MIDI-CB1 6P L-60 
OVERAL ASSEMBLY PDS-L Connector Assembly 16P-3P @ SWITCH BOX UNIT 310 ZY74410 DM-PNLH DM-CN604 PNLH-CB2 7P L-45 
Ө) 170 2017690 SWB-KS SWB-KP Connector Assembly | KS-SW Connector Assembly 10P L-900 КЕЈ (SW-BOX ユニ ッ ト ) 300 ZY74400 DM-PNLH DM-CN603 PNLH-CB1 11Р L=45 
③ 180 7753610 SWB-GMB3 SWITCH BOX UNIT Connector GMB3-CN1 18P-10P L=2100 ⑯ 320 ZY74480 DM-SW DM-CN605 SW-CB1 8P L=45 
@) - ZW58780 AC Adapter SWTCH BOX UNIT Connector PA-300C DC JACK ⑰ 360 ZY74520 DM-KS+PD DM-CN205 SWITCH BOX UNIT 15P-16P L=45 
=) HAMMER SENSOR UNIT J " E 8 370 ZY74530 DM-GMB3+XDCR DM-CN602,CN600 SWITCH BOX UNIT 10P+8P-18P L=60 
⑤ (ハン マー セン サー ユニ ッ ト ) 20 VP84630 GHS-A2 HS3-CN4 HAMMER EMISSION-CN1 13P B MD UNIT 300 7ү77360 GMB3-MD GMB3-CN6 MOTOR 6P-3P L=30 
(6) KEY SENSOR UNIT 100 VAU1050 KS-SW SWB-KS Connector Assembly EKS3-CN2 10P-9P ⑳ (MD ユニ ッ ト ) 20 VAU1020 MD MOTOR MD UNIT 3P-3P 
@ (キー セン サー ユニ ッ ト ) 110 ZJ04700 KS-HS EKS3-CN5 HS3-CN1 8P 
PEDAL UNIT LG = 
(8 (ペダ ル ユ ニッ ト LG) 1 WR68750 PDS-LG2 DAMPER Pedal ЗР L=560 
® xS OE 10 WU74030 PDS-SOG3 SWB-KP Connector Assembly SOSTENUTO Pedal 4P 
⑩ PEDAL UNIT SG 1 WV87890 PDS-SG SHIFT Pedal 2P L-560 


(AGE C Y ESO) Ш Silent SH2 (GP) WIRING DIAGRAM (結線 図 ) 


H G F E D C B 
Ш Silent SC2 (UP) WIRING DIAGRAM (結線 図 ) Silent SH2/SC2 Series (UP/GP) 
PEDAL UNIT LH 
—— esiti 
! DCINUNIT | “KEY SENSOR UNIT (キー セン サー ユニ ッ ト ) NG) | ТЕ ーー 
! (DC IN ユニ ッ ト ) F = = CNS (8P) 


AC ADAPTER 


SENSOR 


16Р 


М.С. 
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==} CN602 (10Р) 
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N.C. 
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2P 


PEDAL UNIT SH2 
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(SOFT Pedal) 

Её 


USB 
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e 


Ш Silent SC2 (UP) WIRING DIAGRAM (結線 図 ) 


Q 回 © — CN604 (7P) === CN603 11P]) — (1605 (8P) 
A B < &—] | ^6 VOICE/VALUE VOLUME 
PHONES USB FT CB2 (7P) == = | CB1(11P) — г CB1 (8P) = = — | 
[| [| 
| PNLM : | SW | ! 
SWITCH BOX UNIT 
(SW-BOX ユ ニッ ト ) - | E | 
Location No. Unit Name Ref No. of Parts List} Part Мо. | Connector Assembly Destination Remarks Location No. Unit Name Ref No. of Parts List) PartNo. | Connector Assembly Destination Remarks 
(ロケ ーション 番号 (ユニ ッ ト 名 ) (N-YYARREFSS) | (部 品番 号 ) (RRA) (接続 先 ) (備考 ) (ロケ ーション 番号 (ユニ ッ ト 名 ) (\-7)дКВЕЕ#5) | (部 品番 号 ) ( 東 線 名 ) (接続 先 ) (備考 ) 
SWB-KS Connector Assembly 16P-10P 04 310 ZY74410 DM-PNLM DM-CN604 PNLM-CB2 7P L=45 
PDS-L Connector Assembly 16P-3P 5 SWITCH BOX UNIT 300 ZY74400 DM-PNLM DM-CN603 PNLM-CB1 11P L=45 
(1) B 
VU ^ | OVERALL ASSEMBLY 100 сз DM-KS+PD | SWITCH BOX UNIT SENSOR Connector rS SGS Connector Assembly | 16P4P © (SW-BOX ユ ニッ ト ) 320 ZY74480 DM-SW DM-CN605 SW-CB1 ВР L-45 
( 総 組立 ) PDS-S Connector Assembly 16P-2P 0 360 ZY74520 DM-KS+PD DM-CN205 SWITCH BOX UNIT 15P-16P L=45 
@ 115 7733240 DC PLUG SWITCH BOX UNIT Connector DC IN Assembly DC JACK-3P 
@ - ZW58780 AC ADAPTER DCIN-JK1 PA-300C DC JACK 
④ MM kj 20 VAM4250 DC IN DCIN-CB1 DC IN Assembly ЗР 
& Y КЫШ 20 2017670 KS-SW SWB-KS Connector Assembly EKS3-CN2 10P-9P 
® (RE EE MI LIU 20 WN82550 PDS-LH DAMPER Peda 3P 
PEDAL UNIT SH2 SWB-KP Connector Assembly 
© (ペタ ダル ユニ ッ ト SH2) 20 WN82250 PDS-SOFT SOFT Pedal 2P 
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ll Silent SC2 (GP) WIRING DIAGRAM (結線 図 ) 
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PEDAL UNIT LG 
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(DAMPER Pedal) 
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PEDAL UNIT SG 
ペダ ル ユ ニッ ト SG) 
(SHIFT Pedal) 


— ] 


Silent SH2/SC2 Series (UP/GP) 


— 11 
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AC ADAPTER Í 
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1 1 
AUX IN SE 
i i TO HOST i 
i L/R Stereo Mini Full Speed 1 
i N.C. N.C. N.C. N.C. N.C. | 
Ң CN205 (15Р) ——4 CN602 (10Р) —— CN600(8P) F CN601 (4P) = — CN215 (12P) ヒー = CN3 (6P) - - I 
' | ' 
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1 | 1 
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1 I 
I 1 
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1 I 
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1 1 
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I 1 
1 1 1 
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1 | ' 
1 1 
1 1 
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1 1 
1 I 
I І 
1 1 
1 1 
1 1 
1 px 1 
' © n Q == = CN604 (7Р) CN603 (11Р) 7 "| CN605(8P) Г — — —Y - — = ーー ゴル ーー = i 
1 1 
1 o = M 1 
i ER USB ⑭— | = 5 |— VOICE/VALUE VOLUME ! 
i -| CB2 (7P) ヒー - 4 CB1 (11Р) ト - ニー CB1 (8P) ト - - | 
' ' 
1 1 
1 1 
| | PNLM | E | 
' ' ' ' 
| SWITCH BOX UNIT | _ _ | _ _ | 
, (SW-BOX ユ ニッ ト ) ! 
' ' 
CLE е Sua а а а mache SSS тае HL —————————————————w-—————————————K———————————————— ——M— n 1 
Location No. Unit Name Ref No. of Parts List} Part Мо. | Connector Assembly Destination Remarks Location No. Unit Name Ref No. of Parts List| Part No. | Connector Assembly Destination Remarks 
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Silent SH2/SC2 Series (UP/GP) 


to DM-JK4 <P13 А:18> 


Components having special characteristics are marked A and 
must be replaced with parts having specification equal to those 


originally installed. 


Ш 安全 上 の 注意 


ÁN 印 の 部 品 は 、 安 全 を 維持 する た め に 重要 な 部 品 で す 。 
交換 する 場合 は 、 安 全 の た め に 必ず 指定 の 部 品 を ご 使用 


くだ さい 。 


lll SW CIRCUIT DIAGRAM (SW シー ト ) (Silent SH2/SC2 Series (UP/GP)) 
lll DC-IN CIRCUIT DIAGRAM (DC-IN シー ト ) (Silent SH2/SC2 Series (UP)) 
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Ш BT CIRCUIT DIAGRAM (BT シー ト ) (Silent SH2 Series (UP/GP) Bluetooth models (Bluetooth モデ ル ) ) Silent SH2/SC2 Series (UP/GP) 
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Ш BT CIRCUIT DIAGRAM (ВТ シー ト ) (Silent SH2 Series (UP/GP) Bluetooth models (Bluetooth モデ ル ) ) 
28CC1-2001169520 - age 


H 


G F 


A 


Ш GMB3 CIRCUIT DIAGRAM (GMB3 シー ト ) (Silent SH2 Series (GP)) 
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If part symbols have no notice: 

R:Chip Resistor 1005 1/16W. Tolerance J 

C:Chip Celamic Capacitor 1005 (Tolerance/Temp. characteristics 100pF:J/CH 220pF~2700pF:K/B О. tuF:Z/F) 
D:KDS4148U-R/TKP 
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Ш GMB3 CIRCUIT DIAGRAM (GMB3 シー ト ) (Silent SH2 Series (GP)) 


